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INTRODUCTION. 



I. The nature of the present work is such that perhaps few students will 
find interest in each part of it alike. The ends and the means appeal to 
separate classes : the antiquarian, whose are the ends, will look askance at the 
means, involving co-ordinates, probable errors, and arguments based on purely 
mechanical considerations ; the surveyor and geodetist, whose are the means, 
will scarcely care for their application to such remote times ; the practical man 
who may follow the instrumental details, may consider the discussion of 
historical problems to be outside his province ; while only those familiar with 
mechanical work will fully realize the questions of workmanship and tools here 
explained. 

An investigation thus based on such different subjects is not only at a 
disadvantage in its reception, but also in its production. And if in one part or 
another, specialists may object to some result or suggestion, the plea must be 
the difficulty of making certain how much is known, and what is believed, on 
subjects so far apart and so much debated. 

The combination of two apparently distinct subjects, is often most fertile 
in results ; and the mathematical and mechanical study of antiquities promises 
a full measure of success. It is sometimes said, or supposed, that it must be 
useless to apply accuracy to remains which are inaccurate ; that fallacies are 
sure to result, and that the products of such a method rather originate with the 
modern investigator than express the design of the ancient constructor. But 
when we look to other branches of historical inquiry, we see how the most 
refined methods of research are eagerly followed : how philology does not 
confine itself to the philological ideas of the ancient writers, but analyzes their 
speech so as to see facts of which they were wholly unconscious ; how chemistry 
does not study the chemical ideas, but the chemical processes and products of 
the ancients ; how anthropology examines the bodies and customs of men to 
whom such inquiries were completely foreign. Hence there is nothing 
unprecedented, and nothing impracticable, in applying mathematical methods 
in the study of mechanical remains of ancient times, since the object is to get 
behind the workers, and to see not only their work, but their mistakes, their 
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amounts of error, the limits of their ideas ; in fine, to skirt the borders of their 
knowledge and abilities, so as to find their range by means of using more 
comprehensive methods. Modem inquir)' should never rest content with saying 
that anything was " exact ;" but always show what error in fact or in work was 
tolerated by the ancient worker, and was considered by him as his allowable 
error. 

3. The materials of the present volume have been selected from the results 
of two winters' work in Egypt. Many of the points that were examined, and 
some questions that occupied a considerable share of the time, have not been 
touched on here, as this account is limited to the buildings of the fourth dynasty 
at Gizeh, with such examples of later remains as were necessary for the 
discussion of the subject. All the inscriptions copied were sent over to Dr. 
Birch, who has published some in full, and extracted what seemed of interest in 
others; Dr. Weidemann has also had some of them; and they do not need, 
therefore, further attention on my part. Papers on other subjects, including the 
Domestic Remains, Brickwork, Pottcr>', and tra\cllcrs' graffiti, each of which 
were examined with special reference to their periods, are in course of publication 
by the Royal Archaeological Institute. The mechanical methods and tools 
employed by the Egyptians were discussed at the Anthropological Institute, 
and are more summarily noticed here. A large mass of accurate measurements 
of remains of variou.* ages were collected; and these, when examined, will 
probably yield many examples of the cubits employed by the constructors. Of 
photographs, over five hundred were taken, on \ size dry plates, mainly of 
architectural points, and to show typical features. Volumes of prints of the^ 
may be examined on application to me, and copies can be ordcnd from a 
London photographer. The lesser subjects being thus disposed of, this volume 
only treats of one place, and that only during one period, which was the main 
object of research. The mass of the actual numerical obscr\'ations and 
reductions would be too bulky to publish, and also unnecessary ; the details of 
the processes arc, in fact, only given so far as may prove useful for coRipariiK)D 
with the results obtained by other obscr\'eTs. 

Though, in describing various features, reference has often been made to the 
publications of Colonel Howard Vysc* (for whom Mr. Pcrring, C.E., acted as 
superintendent), and of Professor C. Piazzi Sm)-th,'f yet it must not be supjioscd 
that this account professes at all to cover the same ground, and to give all the 
details that arc to be found in those works. They arc onlj' referred to where 
necessary to connect or to explain particular points ; and those volumes must 
be consulted by any one wishing to fully comprehend all that is known of the 
Pynunids. This work is, in fact, only supplementary to the previous descriptions, 

* " Opcr,uiau u the Pyramids," 3 voU. yZtfx 

t ** lib and Work ai ibe Ureal Pyramid,' J voU. iS67. 
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as giving fuller and more accurate information about the principal parts of the 
Pyramids, with just as much general account as may be necessary to make it 
intelligible, and to enable the reader to judge of the discussions and conclusions 
arrived at on the subject, without needing to refer to other works. Colonel 
Vyse's volumes are most required for an account of the arrangements of the 
Second and smaller Pyramids, of the chambers in the Great Pyramid over the 
King's Chamber, of the negative results of excavations in the masonry, and of 
various mechanical details. Professor Smyth's vol. ii. is required for the 
measurements and description of the interior of the Great Pyramid. While the 
scope of the present account includes the more exact measurement of the whole 
of the Great Pyramid, of the outsides and chambers of the Second and 
Third Pyramids, of the Granite Temple, and of various lesser works ; also the 
comparison of the details of some of the later Pyramids with those at Gizeh, 
and various conclusions, mainly based on mechanical grounds. 

The reader's knowledge of the general popular information on the subject, 
has been taken for granted ; as that the Pyramids of Gizeh belong to the first 
three kings of the fourth dynasty, called Khufu, Khafra, and Menkaura, by 
themselves, and Cheops, Chephren, and Mycerinus, by Greek-loving Englishmen ; 
that their epoch is variously stated by chronologers as being in the third, fourth, 
or fifth millennium B.C. ; that the buildings are in their bulk composed of blocks 
of limestone, such as is found in the neighbouring districts ; that the granite 
Used in parts of the insides and outsides was brought from Syene, now Assouan ; 
and that the buildings were erected near the edge of the limestone desert, 
bordering the west side of the Nile valley, about 150 feet above the inundated 
plain, and about 8 miles from the modem Cairo. 

3. One or two technical usages should be defined here. All measures 
stated in this volume are in Imperial British inches, unless expressed otherwise ; 
and it has not been thought necessary to repeat this every time an amount is 
stated ; so that in all such cases inches must be understood as the medium of 
description. Azimuths, wherever stated, are written + or — , referring to 
positive or negative rotation, />., to E. or to W., from the North point as zero. 
Thus, azimuth —5', which often occurs, means 5' west of north. Where the 
deviation of a line running east and west is stated to be only a few minutes + 
or — , it, of course, refers to its normal or perpendicular, as being that amount 
from true north. 

The probable error of all important measurements is stated with the sign 
± prefixed to it as usual. A full description of this will be found in any modem 
treatise on probabilities ; and a brief account of it was given in " Inductive 
Metrology," pp. 24-30. Some technical details about it will be found here in 
the Appendix on " The Rejection of Erroneous Observations " ; and I will only 
add a short definition of it as follows : — The probable error is an amount on 
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each side of the stated mean, within the limits of which there is as much chance 
of the truth lying, as beyond it ; i.e., it is i in 2 that the true result is not further 
from the stated mean than the amount of the probable error. Or, if any one 
prefers to regard the limits beyond which it is practically impossible for the true 
result to be, it is 22 to i against the truth being 3 times the amount of the 
probable error from the mean, 144 to i against its being 4 times, or 1,380 to 
against its being as far as 5 times the amount of the probable error from the 
mean result stated. Thus, any extent of improbability that any one may choose 
(o regard as practical impossibility, they may select ; and remember that 4 or 5 
times the probable error will mean to them the limit of possibility. Practically, 
it is best to stale it as it always is stated, as the amount of variation which there 
is an equal chance of the truth exceeding or not ; and any one can then consider 
what improbability there is in any case on hand, of the truth difTering from the 
statement to any given extent. 

It should be mentioned that the plans are all photolithographed from mjr 
drawings, in order to avoid inaccuracy or errors of copying ; and thence comes 
any lack of technical style observable in the lettering. 

As to the results of the whole investigation, perhaps many theorists will 
agree with an American, who was a warm believer in Pyramid theories when he 
came to Gizeh. I had the pleasure of his company there for a couple of days, 
and at our last meal together lie said to me in a saddened tone, — " Well, sir ! I 
feel as if I had been to a funeral." By ail means let the old theories have 
decent burial ; though wc should take care that in our haste none of the wounded 
ones are buried alive. 
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CHAPTER I. 

OBJECTS AND MEANS. 

4. The small piece of desert plateau opposite the village of Gizeh, though 
less than a mile across, may well claim to be the most remarkable piece of 
ground in the world. There may be seen the very beginning of architecture, the 
most enormous piles of building ever raised, the most accurate constructions 
known, the finest masonry, and the employment of the most ingenious tools ; 
whilst among all the sculpture that we know, the largest figure — the Sphinx — 
and also the finest example of technical skill with artistic expression— the Statue 
of Khafra — both belong to Gizeh. We shall look in vain for a more wonderful 
assemblage than the vast masses of the Pyramids, the ruddy walls and pillars of 
the granite temple, the titanic head of the Sphinx, the hundreds of tombs, and 
the shattered outlines of causeways, pavements, and walls, that cover this earliest 
field of man's labours. 

But these remains have an additional, though passing, interest in the 
present day, owing to the many attempts that have been made to theorise on 
the motives of their origin and construction. The Great Pyramid has lent its 
name as a sort of by-word for paradoxes ; and, as moths to a candle, so are 
theorisers attracted to it The very fact that the subject was so generally 
familiar, and yet so little was accurately known about it, made it the more 
enticing; there were plenty of descriptions from which to choose, and yet most 
of them were so hazy that their support could be claimed for many varying 
theories. 

Here, then, was a field which called for the resources of the present time for 
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its due investigation ; a field in which measurement and research were greatly 
reeded, and have now been largely rewarded by the disclosures of the skill of tlic 
ancients, and the mistakes of tJie modems. The labours of the French Expedi- 
tion, of Colonel Howard Vyse, of the Prussian Expedition, and of Professor 
Smyth, in tliis field are so well known that it is unnecessary to refer to them, 
except to explain how it happens that any furtlicr work was still needed. 
Though the French were active explorers, they were far from realising tlie 
accuracy of ancient work ; and they had no idea of testing the errors of the 
ancients by outdoing them in precision. Hence they rather explored than 
investigated. Col. Vysc's work, carried on by Mr. Perring, was of the same 
nature, and no accurate measurement or triangulation was attempted by these 
energetic blasters and borers ; their discoveries were most valuable, but their 
researches were always of a rough- and -ready character. The Prussian Expedition 
sought with ardour for inscriptifms, but did not advance our knowledge of 
technical skill, work, or accuracy*, tliough we owe to it the best top<^raphical 
mapofGizch. When Professor Smyth went to Gizeh he introduced different 
and scientific methods of inquiry in his extensive measurements, afterwards 
receiving the gold medal of the Royal Society of Edinburgh in recognition of his 
labours. But he did not attempt the heaviest work of accurate triangulation. 
Mr. Waynman Dixon. CE,, followed in his steps, in taking further measurements 
of the inside of the Great Pyramid. Mr. Gill — now Astronomer Rayal at the 
Cape — when engaged in Egypt in the Transit Expedition of 1 874. made the next 
step, by b^inning a surve>- of the Great Pyramid base, in true geodetic style. 
This far surpassed all previous work in its accuracy, and w.as a noble result of the 
three days' labour that he and Professor Watson were able to spare for it When 
I was engaged in reducing this triangulation for Mr. Gill in 1879, he impressed on 
mc the need of completing it if 1 could, by continuing it round the whole 
pyramid, as two of the corners wcreonly just reached by it without any check. 
When, after preparations extending over some years, I settled at Gizdt 
during 18*0-3, I took with mc, therefore, instruments of the fullest accuracy 
needed for the work ; probably as fine as any private instruments of the kind. 
The triangulation was with these pcrfonncd quite independently of previous 
work ; it was of a larger extent, including the whole hill ; and it comprised an 
abundance of checks. The ncccsjuiry excavations were carried out to discovtir 
the fiducial points of the buildings, unseen for thousands of years. The measure- 
ments previously taken were nearly all checked, by repeating them with greater 
accuracy, and, in most cases, more frequency ; and fresh and more refined 
methods of measurement were adopted. The tombs around the pyramids were 
all measured, where they had any regularity and were accessible. The methods 
of workmanship were investigated, and materials were found illustrating the 
toots employed and the modes of using them. 
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5. For a detailed statement of what was urgently wanted on these subjects, 
I cannot do better than quote from a paper by Professor Smyth,* entitled, " Of 
the Practical Work still necessary for the Recovery of the Great Pyramid's 
ancient, from its modem, dimensions " ; and add marginal notes of what has 
now been accomplished. 



** As my measures referred chiefly to the interior of the 
structure, and as there the original surfaces have not been much 
broken, the virtual restoration of that part has been by no means 
unsuccessful ; and requires merely in certain places — places which 
can only be recognised from time to time as the theory of the 
building shall advance — still more minutely exact measures than 
any which I was able to make, but which will be comparatively 
easy to a scientific man going there in future with that one special 
object formally in view." 

" The exterior, however, of the Great building, is exceedingly 
dilapidated, and I have few or no measures of my own to set forth 
for its elucidation. That subject is, therefore, still *' to let " ; and 
as it is too vast for any private individual to undertake at his own 
cost, I may as well explain here the state of the case, so that either 
Societies or Governments may see the propriety of their taking up 
the grand architectural and historical problem, and prosecuting it 
earnestly until a successful solution of all its parts shall have been 
arrived at." 

" Size and Shape, then, of the ancient exterior of the Great 
Pyramid, are the first desiderata to be determined." 

(A statement of the various measurements of the base here 
follows.) 

"As preparatory, then, to an efficient remeasurement of the 
length of the Base-sides of the Great Pyramid, itself an essential pre- 
liminary to almost all other Pyramidological researches, I beg 
to submit the following local particulars," 

" (i.) The outer comers of four shallow sockets, cut in the 
levelled surface of the earth-fast rock outside the present dilapidated 
comers of the built Great Pyramid, are supposed to be the points 
to be measured between horizontally in order to obtain the original 
length of each extemal, finished, * casing-stone ' base-side." 

" (2.) Previous to any such measurement being commenced, 
the present outer corners of those sockets must be reduced to their 
ancient comers, as the sockets have suffered, it is feared, much 
dilapidation and injury, even since 1865 ; owing to having been 
then imperfectly covered over, on leaving them, by the parties who 
at that time opened them." 

** (3.) The said sockets must be /nw^^/ to have been the sockets 
originally holding the comer stones of the casing ; or showing how 
far they overlapped, and therefore and thereby not defining the 
ancient base of the Great Pyramid to the amount so overlapped. 

• Edinburgh AstronomiccU Observations^ vol. xiii., p. 3. 
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The whole in- 
terior now 
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more ac- 
curately. 



Total cost of 
present work 



Sockets are 
not corners 
of base-side. 



Sockets arc 
apparently 
quite unin- 
jured. 



By form of 
core, and by 
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lying within 
the sockets, 
no others are 
possible. 
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. . . , the ground should be cleared far and wide about < 
corner to sec if there are any other sockets in the neighbourho" 

" (4-) Whether any more rival sockets claiming to be the tn 
corner sockets of the ancient base are, or are not. then and in that 
manner, found,— the usually koown or selected ones should furthtr 
be tested, by being compared with any other remaining indication* 
of where the line of each base-side stood in former days. Some 
particular and most positive indications of this kind we know were 
found by Col. Howard Vysc in the middle of the Northern side ; 
and there is no reason why as good markings should not be dis- 
covered, if properly looked for, along the oiher tlirec sides; and 
they are so vitally important to a due understanding of the ca&c, 
that their ascertainment should precede any cxpen.sc being incurred i 
on the measurement of lengths from socket to socket." 

"(S-) Col. H. Vyse found those invaluable markings of til 

line of tlie North base-side, or part of the verj* base-side itself, \ 

accomplishing the heavy work of digging down by a cross cb 

through the middle of the heap of rubbish, near 50 feet high, c 

■^ " ' 'nil£d *''''^ side- But he has published no records of how those markingi 

""** * or that actual portion of the base-side, a^ee, cither in level or I 

azimuth with the sockets. Indeed, he left the ground in such 

state of hillock and hole, that no measures can, or ever will, ' 

taken with creditable accuracy until a longitudinal cut through t 

rubbish heap shall be driven from East to West and all alon 

between the two N.E. and N.W. sockets." 

lung-tkinei " (6.) The making of such a long and laborious cut, and th< 

flfP not the ' lining ' and ' levelling ' of the bases of the Colonel's casiq 

umI iIw ew' stones in situ (or their remains, for they are said to have bc« 

ting ii (Hit mischievously broken up since then), and their companson with tl 

occciHir. sockets or their joining lines by appropriate and [wwcrful surveyi' 

instruments, should be the first operation of the new measurers, I 

whom, it is fer\-ently to be hoped, an intelligent Govcnima 

will grant the due means for cflTccting it satisfactorily." 

" (7.) A similar longitudinal cut, and similar comparisons ai 
to be made in the other base-side hills of rubbish, tc^ether with 
wider clearing away of the rubbish outside, in order to dctcrmia 
the form and proportion of the ' pavement ' which is believed t 
have anciently surrounded the Pyramid ; but of which the onl 
positive information which we have, is based on the little bit of it 
which Col. H. Vyse cut down to near the middle of tlie Nortli -tide."' 
"This work might cost from jCt2/x>o to jti4,ooo; for the 
material to be cut through is not only extensive but so hard an 
concreted that it turns and bends the hoes or picks emplo>-cd i 
Nile cultivation, and which arc the only tools the Arabs know o 
But besides the theoretical value of such an operation for Jit 
tin£tiis^ing ami identifying the base to be measured, it uoul 
certainly yield practically abundant fragments of casing stonoi 
and perhaps settle the oft-mooted questions of ancient inscriptioi 
on the outer surface of the Tyramid." 



Sides oow 
(bum) by 
plu, and fix- 
ed bf tri< 
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" (8 ) When the four sides of the base, and the corresponding 
sides of the pavement are exposed to view, — a new fixation of the 
exact original places of the precise outer comers of the now 
dilapidated and rather expanded comer sockets may be required ; 
and then, from and between such newly fixed points, there must be 

A. Linear measures of distance taken with first-rate 

accuracy. 

B. Levellings. 

C. Horizontal angles, to test the squareness of the base. 

D. Astronomical measures to test the orientation of each of 

the base sides. 

E. Angular and linear measures combined to obtain both 

the vertical slope of the ancient Pyramid flanks, and 
the distance of certain of the present joints of the 
entrance passage from the ancient external surface 
of the Pyramid in the direction of that passage pro- 
duced — a matter which is at present very doubtful , 
but a new and good determination of which is essential 
to utilize fully the numerous internal observations con- 
tained in this and other books." 
" (9.) When all tlie above works shall have been carefully 
accomplished, the men who have performed them will doubtless 
have become the most competent advisers as to what should be 
undertaken next ; whether in search of the fourth chamber, con- 
cerning whose existence there is a growing feeling amongst those 
who have studied certain laws of area and cubic contents which 
prevail among the presently known chambers and passages ; or 
for the more exact measurement of certain portions of the building 
which shall then be recognised by the theory as of fiducial 
character and importance." 

"(10.) Should the next remeasurement unfortunately not be 
under sufficiently favourable auspices or powerful patronage 
enough to attempt all that has been sketched out above — I would 
suggest to those employed upon it the importance of endeavouring 
to operate in that manner on at least the north side of the Great 
Pyramid alone, where much of the work has been already per- 
formed, and where traces of the old base-side are known to exist, 
or did certainly exist 34 years ago." 

"(11.) The levels as well as temperatures of water in the wells 
of the plain close to the Pyramid, and in the Nile in the distance, 
should also be measured through a full twelvemonth interval. A 
meteorological joumal should likewise be kept for the same period 
at the base of the Pyramid, and the corrections ascertained to 
reduce it either to the summit or King's chamber levels above, 
or to the plain level below ; while no efTorts should be spared 
to re-open the ventilating channels of the King's chamber and to 
prevent the Arabs from filling them up again." 

' " (i 2.) An examination should be made of the apparent Pyramid 
in the desert almost west of the Great Pyramid ; likewise of the 
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Done. 

Done. 
Done. 

Done. 
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with higher 
exactitude. 



All results ob- 
tained with- 
out patron- 
age. 
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ed by wind, 
not by 
Arabs. 

Done. 
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NuiMufwork, northern coasts of Egypt, where they arc cut by the Grcal 

iKSd^i. pyramid's several meridian and diagonal lines produced ; als* 

N.w..iiag<B.al of the fourth dynasty remains in the Sinaitic Peninsula ; and ' 

Jonc any monuments whatever, whether in Egypt or the neighbourinfffl 

Duiie jaitiy. countries for which any older date than that of the Great Fyramia I 

Done. can reasonably be assigned ; including also a fuller account thaa T 

any yet published of King Shafre's Tomb and its bearings witht I 

or upon, the origin, education, labours and life of the first of the.J 

Pyramid builders." 

6. To carry out, therefore, the work sketched in the above outline, and to 
investigate several collateral points, I settled at Gizeh in December, 1880, and 
lived there till the end of May, 1881 ; I returned thither in the middle of October 
that year, and (excepting two months up the Nile, and a fortnight elsewhere), 
lived on there till the end of April, 18S2 ; thus spending nine months At Gizch. 
Excellent accommodation was to be had in a rock-hewn tomb, or rather three 
tombs joined together, formerly used by Mr. Waynman Dixon, C.E. ; his doaff> 
and shutters I strengthened ; and fitting up shelves and a hammock bedstead, I 
found the place as convenient as anything that could be wished. The tombs 
were sheltered from the strong and hot south-west winds, and preserved 
admirably uniform temperature; not varying beyond jS" to 64** F. during tbc 
winter, and only reaching 80° during three days of hot wind, whidi was at 96' 
to icxj" outside. 

I was happy in having All Gabri,* the faithful servant of Prof. Smyth, Mr. 
Dixon, and Mr. Gill ; his knowledge of all that has been done at Gizch durii 
his lifetime is invaluable ; and his recollections begin with working at four 
old, as a tiny basket carrier, for Howard Vysc in 1837. He was a greater he!] 
in measuring than many a European would have been ; and the unmcchanici 
Arab mind had, by intelligence and training, been raised in his case far abov 
that of his neighbours. In out-door work where I needed two pair of hands, hi 
helped mc very efiTcctually ; but the domestic cares of my narrow home rested 
on my own shoulders. The usual course of a day's work was much as follows 
— Ughting my petroleum stove, the kettle boiled up while I had my bath ; then 
breakfast time was a reception hour, and as I sat with the tomb door open, mci 
and children used to look in as they passed ; often a friend would stop fo 
a chat, while I hastily brewed some extra cups of coffee in his honour, on thi 
little stove behind the door ; All also generally came up, and sat doubled up ii 
the doorway, as only an Arab can fold together. After this, starting out abou 
nine o'clock, with AH carrying part of the instruments, I went to work on thi 
trtangulation or measurements ; if triangulating, it was All's business to hold an 

* Calkd Ali Dobree hy ProC Smyth. C ti univerMlly pmnnunccd hard by Egyptiant, 
soA by Anbf ; ihai dtfacr Gabri or Jabii, Giaeh or Jiieh, General ur Jeneral, Gai or J< 
(pctroimn). 



ASSISTAXCE OBTAINED. 



umbrella so as to shade the theodolite from the sun all day — theobserver took his 
chance ; if measuring, I generally did not require assistance, and worked alone, 
and I always had to get on as well as I could during Ali's dinner hour. At dusk 
I collected the things and packed up ; often the taking in of the triangulation 
signals was finished by moonlight, or in the dark. Then, when all was safely 
housed in my tomb, Ati was dismissed to his home, and about six or seven 
o'clock I lit my stove, and sat down to reduce observations. Dinner then began 
when the kettle boiled, and was spun out over an hour or tivo, cooking and 
feeding going on together. Biown ship-biscuit, tinned soups, tomatoes (excellent 
in Egj'pt), tapioca, and chocolate, were found to be practically the most con- 
venient and sustaining articles ; after ten hours' work without food or drink, 
heavy food is not suitable ; and the great interruption of moving instruments, 
and breaking up work for a midday meal was not admissible. Then, after 
washing up the dishes (for Arab ideas of cleanliness cannot be trusted), I sat 
down again to reducing observations, writing, &c., till about midnight. All's 
slave, Muhammed the negro, and his nephew, little Muhammed, used to come up 
about nine o'clock, and settle in the next tomb to sleep as guards, safely locked 
in. Having a supply of candle provided for them, they solaced themselves with 
indescribable tunes on reed pipes ; often joining in duets with Abdallah, the 
village guard, who used to come up for a musical evening before beginning his 
rounds. Very often the course of work was different ; sometimes all out-door 
work was impossible, owing to densely sand-laden winds, which blew the grit 
into everything — eyes, nose, ears, mouth, pockets, and watches. During the 
excavations I turned out earlier — about sunrise ; and after setting out the men's 
work, returned for breakfast later on in the morning. On other occasions, when 
working inside the Great Pyramid, I always began in the evening, after the 
travellers were clean away, and then went on till midnight, with AH nodding, or 
even till eight o'clock next morning ; thus occasionally working twenty-four 
hours at a stretch, when particular opportunities presented themselves. The 
tomb I left furnished, as I inhabited it. in charge of Ali Gabri, and not having 
been looted in the late revolt, it will, I hope, be useful to any one wishing 
to carry on researches there, and applying to Dr. Grant Bey for permission to 
use the furniture. 

7- My best thanks are due to M. Maspero, the Director of Antiquities, for 
the facilities he accorded to me in all the excavations J required, kindly per- 
mitting me to work under his firman ; and also for information on many points. 
It is much to be hoped that the liberal and European policy he has introduced 
may flourish, and that it may overcome the old Oriental traditions and ways 
that clogged the Department of Antiquities. Excepting Arab help, I worked 
almost entirely single-handed ; but I h.id for a time the pleasure of the society 
3 artists : Mr. Arthur Melville, staying with mc for a week in May, iS8i, and 
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kindly helping in a preliminary' measure of my stuvey hose, and in an 
levelling up to the Great P>-ramid entrance; and Mr. Tristram Ellis, 
with me for a fortnight in March and April, iS83, and gi%'ing me most 
help in points where accuracy was needed, laying aside the brush to recall hii 
former skill with theodolite and measure. Thus working together, we 
the base of survey (reading to yj^th inch) five times. In early dawn, to avoid 
sunshine ; we levelled up the Great Pyramid, and down again (reading lo 
inch) ; took the dip of the entrance passage to the bottom of it, and gauged 
straightness throughout ; took the azimuth of the ascending passages rot) 
Mamun's hole ; callipered the sides of the coffer atl over, at every 6 inches, a 
raised the coffer (weighing about 3 tons), by means of a couple of crowbars, 
8 inches above the floor, in order to measure the bottom of it. For the inst 
mental readings, in these cases, Mr. Ellis preferred, however, that I should 
responsible, excepting where simultaneous readings were needed, as for tlie bai 
length, and in Mamun's hole: To Mr. Ellis I am also indebted for the no* 
view of the Pyramids, showing the Dine at once, which forms the frontispiece 
this work. 

To Dr. Grant Bey I owe much, both for occasional help at the PyramI 
in visiting the chambers of construction, the well, &C- ; and also for his unvaf 
ing kindness both in health and sickness, realizing the conventional Ar 
phrase, " My house is thy house." Further, 1 should mention the kind inter) 
and advice of General Stone Pasha, who gave me many hints from his tatima 
knowledge of the country ; and also the very friendly assistance of our Vi< 
Consul, Mr, Raph. Horg, both in procuring an order for my residence ai 
protection at Gizch, and in prosecuting an inquiry into a serious robbery ai 
assault on me, committed by the unruly soldiery in October, 18S1 ; uahappil 
this inquiry was a fruitless task apparently, as the military influence was t 
strong in the examination. 

And now I must not forget my old friend Shckh Omar, of the Pyrani 
village, shrewd, sharp, and handsome ; nor how anxious he was to impress ( 
me that though some people of base and grovelling notions worked for mot>c 
ami not for their " good name," A* wished to work for fame alone ; and as I 
had no doubt I should make a big book, he hoped that 1 should contract wi 
him for excavations, and give him a good name I gratified hira with 01 
contract, but finding that it cost many times as much as hiring labourc 
directly, and was not sufliciently under control, the arrangement was n 
repeated ; but I will say (hat I found him the most respectable man to de 
with on the Pyramid hill, excepting, of course, my servant Ali Gabri, who w 
equally anxious about his good name, though too true a gentleman to ta 
much about ft. The venerable Abu Talib and the loquacious Ibrahim, shcki 
of the Pyramid guides, also conducted themselves properly, and Ibrahim sccmt 
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honestly genial and right-minded in his words and acts, and knew what so few 
Arabs do know — how not to obtrude. The rank and file of the guides — so 
familiar, with their little stocks of antikas in the comers of old red handker- 
chiefs — reckoned that I was free of the place, having Ali for my servant ; they 
never gave me the least trouble, or even whispered the omnipresent word 
bakhshish^ but were as friendly as possible on all occasions, many claiming a 
hand-shaking and a hearty greeting. My impression of a year's sojourn with 
Arabs is favourable to them; only it is necessary to keep the upper hand, to 
resist imposition with unwearied patience, to be fair, and occasionally liberal 
in dealings, and to put aside Western reserve, and treat them with the same 
familiarity to which they are accustomed between different classes. With such 
intercourse I have found them a cheerful, warm-hearted, and confiding people. 



lo INSTRUMENTS, [Chap. H. 



n 



M 



ods, 2 of I X I 


25 


1*25 X 13 


12 


IX)7X04 


12 


2 of ri8xo8 


10 


ri8xo8 


10 


ro6xx)9 


6 


VQ XO8 


I 



CHAPTER II. 

INSTRUMENTS. 

8. The list of instruments employed was as follows : 

A* Standard scale, steel 100 inches long, divided to I inch. 

B» Steel tape 1,200 „ „ 50 « 

C Steel chain 1,000 „ „ 20 » 

D Pine poles, a pair i inch diameter 140 „ „ 10 

E* Pine rods, a pair 1x2 inches 100 „ „ I 

F* Pine rods, 10 of ^ x i „ 60 „ „ i 

(Jointing together into two lengths of 250 „ each.) 

G* Pine rods ) f 3 of J x 2 inches 60 „ „ I 

for levelling J ( 2 ,, i X i „ 60 „ „ i 

H* Pine rods, 2 „ i x i ,,40 and 20 „ „ i 

A 

K Boxwood scale, 1*25 x 13 12 „ „ to » 

L Steel scale, 

M* Ivory scales, 

N* Boxwood scale, ri8xo8 10 „ „ iV 

O* Gun metal scale, ro6xx)9 6 „ „ to ». 

P* Ivory scale, 10 xo8 i „ » ,tov »• 

(The divisions of those marked * are all known to within yiArv inch). 
Q Double calipers, 72 inches long. 

K Supports for catenary measurement by tape and chain. 
S 10 thermometers for scale temperatures. 

a Theodolite f 10 inch circle, divisions 5', vernier 3" ) teUccoDex XK. 
by Gambay 1 7 inch circle, „ 10', „ ^^' J P^ 35- 

* Theodolite | 5 inch circle, „ 30', „ ^' I telcscoocxd 

by King 1 5 semicircle, „ 30', „ i' f *^ 

c Theodolite j 4 inch circle, „ 30', „ ^' ItelcscoocxS 

by Trough ton 1 4 semicircle, „ 30', „ i' ) r^ • 

'^ by°Tr?ughton { ''^ '"^^^ '**^'"»' *''^*'°" 30', vernier i'. 

e Hand level in brass case. 

/ Gun metal protractor, by Troughton, 5*9 diam., divisions 30'. 

g Mahogany goniometer, 1 1 and 9 inch limbs. 

h Queen's chamber air channel goniometer. 

j Sheet steel square, 35 and 45 inches in the sides. 

k Folding wooden tripod stand, old pattern. 
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/ Rigid tripod stand, 30 inches high, octahedral. 
m Rigid tripod stand, 16 „ 
n Rigid iron tripod, 12 „ 
o 12 signals, with plumb bobs. 

The above were all used, most of them continually ; a few other instruments 
were also taken out, but were not needed. 

9. Several of these instruments were of new or unusual patterns, which — as 
well as various fittings adapted to them — require some explanation. The 
dimensions are all in inches. 

A. The steel standard and straight-edge was on a new principle, employing 
the stiffness of a tube to maintain the straightness of a strip. It was skilfully 
executed by Mr. Munroe, of Kings Cross. A steel tube, 102 inches long, 
2-0 diam., and 06 thick (see Fig. i, PL xv.) was supported at the two neu'ral 
points, 20-8 per cent, from the ends, resting on two feet at one point and one at 
the other. This tube carried a series of 15 flat beds, all dressed exactly to a 
straight line when the tube rested on its supports. These beds supported the 
actual standard, which was formed of three independent strips of steel, each 
34 inches long, 20 wide, and -i thick, butting end to end. These strips bore on 
the upper face, along the front edge, very fine graduations, the lines being about 
Y^Anr wide. To ascertain the mean temperature throughout the whole length of 
the standard, a rod of zinc was screwed tightly to one end of the standard, and 
bore a scale divided to soo^^^ ^^ ^^^ other end ; the scale rising through a slot in 
the standard. The value of the divisions for various temperatures was carefully 
ascertained. As this standard was also a straight-edge, the edges of the three 
strips were all true straight lines, with a mean error of Yioo^l^ ^"ch ; and the 
edges were brought into one continuous straight line by adjusting screws set in 
the supporting beds, at the ends of the back edge of each strip. The object of 
having three separate strips was that they could be dismounted for independent 
use in measuring or drawing, and for testing each other's straightness; that 
unequal heating of one edge should not cause as much distortion, in length or 
straightness, as if it were in one continuous piece ; and that the weight should not 
be too great for the rigidity, in handling it when detached from the supports. The 
principle of separating the stiff part from the actual scale was adopted in order 
to use the regular drawn weldless steel tube, which is the stiffest thing for its weight 
that can be had, and also to prevent any unequal heating warping the straightness, 
as the tube was boxed in by a thin wooden sheath, and so was sheltered far more 
than the scale could be. The minor details were that strips were held down 
by screws with countersunk heads, bearing on steel spring washers ; and they 
were pressed home against each other's ends, and also against the back adjusting 
screws, by diagonally acting springs. Along the front of the tube were projecting 
screws, nutted on and adjusted to form a right angle with the face of the strip ; 
so that the standard could be applied to any surface exactly at right angles. 



I.\-STRL'.UENTS. 



[aup.i 



The value of the divisions was ascertained by comparison with a br; 
standard scale. This scale was tested by Capt Kater in 1820, 1824, 1830, 
1831 ; and by the Standards Department in 1IS7S (sec a report on it in the 
Report of the Warden of the Standards, 1875, Appendix x., pp. 36-41) : as the 
steel standard was sufificient for comparisons, this scale was not taken to Eg>'pt 
for fear of injury. The form of this brass standard is a bar, 4214 loi 
158 wide, -17 thick ; bearing a scale of 41 inches in length, divided to 'i ind 
with a vernier of ,o'o^ths, and also bearing a metre divided to millimctn 
The steel standard was ascertained, by means of this brass standard, to be exact' 
at ig'6° cent. ; and the mean error of graduation and reading combined was 
■0002, the greatest error being 0005, By the intermediary of a steel tape, the 
steel standard was further compared with the public Trafalgar Square standard; 
and according to that it was 1 in 60,000 longer, or true length at i/'S" cent, 
a difference of 02 1 on the length of the public standard, after allowing for 
published error of 019 inch. This is a guarantee that the length of the ta| 
which was used to transfer from the steel standard to the public standard, 
no greater error than this ; and, on the whole, I should place as much, or ra 
more, confidence in the series of comparisons between the Imperial, the brass, 
the steel standard, and the steel tape, made under the best circumstances in- 
doors, rather than in comparisons between the steel tape, the Trafalgar Square 
standard, and certain steel rod measures, made in the open air, with wind 
varying temperature. The difference in any case is immaterial, in regard to 
of the points measured, in the present inquiry. 

B. The steel tape was over 100 feet long, '37 inch wide, and x»8 thick, moA 
weighed just over a pound. It was coiled on an unusually large drum (42 dlam-t, 
to avoid any chance of permanent distortion. Etched divisions, in the ordinary 
style, being too ill-defined, I had an unmarked length of tape, and divided it 
by fine cut lines at every 50 inches ; the position of each line was shown by 
heating the steel to brown oxidation, and marking the number out of the bi 
by acid. It was found on trial that such lines did nut weaken a piece of 
even when it was violently twisted and wrenched ; and that the steel, being 
drawn and not tcmpend, nothing under red heat softened it The cuts wci 
not put on with any special care, as their exact value was to be ascertained ; 
the worst error throughout was '0098, the mean error 0039 inch, and the tot 
length true at Kyi" cent. This comparison was made when tlic tape was lyii 
unstrctched. on a flat surface, as ascertained by measuring successive loo-ini 
lengths on the steel standard. It stretched 0127 per lb. on the whole length 
1,200 inches. 

C. The steel chain of r,ooo inches I made on an entirely new pattern ; a 
it proved, both in Eg>-pt. and, some years before, at Slonchenge, to be \-ery bam 
in use. The links are each jo inches long, made of wtie xrj2 di;itn., this beii 
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as thin as can be used with fair care. The eyes (see Fig. 3, PI. xv.) are wide 
enough to fold up one in the other, without any intermediate rings. They are 
rhomboidal, so that they cannot hitch one on the other, but will always slip down 
when pulled ; and the internal curvature of the end of the eye is only just greater 
than that of the section of the wire, so that the linkage is sure when in use to 
come to its maximum length.* The junction of the eye is made with a long 
lapping piece, cut one-third away, and tinned to the stem. The whole was tested 
with 100 lbs. pull, to bring it to its bearings, before marking the divisions. The 
exact length of the links is unimportant, as^ after the chain was made and 
stretched, a narrow collar of sheet copper was soldered about the middle of each 
link, the collars being adjusted to exactly 20 inches apart. Besides this, each 
link bore its own number, marked by a broad collar of copper for each 100, and 
a narrow collar for each 20 inches or link ; thus, at 340 inches there were throe 
broad and two narrow collars by the side of the central dividing mark on the 
link. These collars were put towards one end of the link, apart from the dividing 
mark, and counted from each end up to the middle, as usual. The central eye 
of the chain was not tinned up, but was held by a slip clutch ; thus the chain 
could be separated into two 500-inch lengths if needed, each complete in itselfi 
as for base lines for offsets. The handles were kept separately, hooking into 
any link at which accurate readings under tension might be needed. They were 
of the same wire as the chain, with wooden cross-bars. One of them included an 
inverted spring (see Fig. 2, PI. xv.), so that the pull compressed the spring. 
When the pull reached 10 lbs., a small catch (not shown in the Figure) sprang 
out from the stem, and caught the coils. This left only a very small amount of 
play ; and hence, when using it, the regulation of the tension did not require to 
be looked at, but was felt by the finger when at 10 lbs. pull. 

The advantages of this pattern are: (i) Great lightness and compactness of 
the chain, as it only weighs 2\ lbs., and forms a sheaf 1} inch diam. ; (2) con- 
sequent small error by catenary curves, and ease of carrying it clear of the 
ground by its two ends ; (3) accuracy of the divisions ; (4) freedom from errors 
in the linkage ; (5) that no counting of the links is required, each being numbered ; 
and (6) that standard tension can be maintained by touch, while the ^yes are 
used on reading the chain length. The worst error of division was '03, th6 
average error 'Oi, and the total length, with 10 lbs. tension, true at 1$%^ cent ; 
the stretching 'Oi per lb. on the 1,000-inch total length. 

D. The pine poles were only used for common purposes, being correct to 
about '02. 

E. F. G. H. All these rods were divided from the standard scale. I made 

* This is preferable to the type of the standard chain of the Standards Department, as that 
has such a flat curve at the end of the eye that it is not certain to pull to the maximum length ; 
and in a light thin chain such a forai would be liable to bend. 
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a right-angled triangle of sheet steel and stout brass tube, to slide along the edge 
of the standard. It was 13' in its bearing length, with a straight edge 43 long 
at right angles, for ruling by. It carried a fine hne on inlaid German silver, by 
which it was adjusted (with a magnifier) to successive inches of the standard, for 
the successive cuts to be made. Altogotlier I divided 80 feet of rods into i-ioch 
spaces by this, with an average error of 0015 inch. 

The jointing rods were connected by a slip joint (see Fig. 4. PL xv.);> 
screw on each rod slipping through a hole in the other, and then sliding in a a 
until the rod butted against the stop, 5. Both the butt and rod endsw 
by a screw in the end, sunk up to its head, the screw being screwed in until only 
slightly in excess, and then ground down to a true length, with a radius equal to 
the kngth of the rod. The levelling rods I made with similar jointing And 
fitiings. A base-rod of 60 inches stood on the ground, having a flange against 
which the upper rods could be slid up or down by hand. It had also a block on 
the side, carrying a circular level, by which its verticality could be observed 
The mode of work was for the staff-holder to hold the base-rod vertical, and slide 
the upper rods up or down, till 3 finely-divided scale at the top was in the (icld 
of the telescope ; then setting the rods, so that one of the inch cuts on tb< 
should agree with the zero line on the base-rod, the fractions of an inch 1 
read by the level tclcscojie, and the whole inches reported by the stAlT-boU] 
This method enables a larger scale to be used for reading on than if there vra 
similar divisions all down the rods; and yet it takes but little time for adjai 
mcnt, as that is only done to the nearest whole inch or two, and it docs 1 
sacrifice any accuracy. 

The other scales do not need any remark. 

Q. The calipers (sec Fig. 5, PI. xv.) were made for gauging the thickn 
of the coffer sides ; the arms were of equal length, so that variations were read V 
the scale of their actual value at the other end. The scale was the gun-in 
scale, O, screwed temporarily on to the projection at the top. and read by a I 
on a brass plate, underlapping it, on the opjxjsitc limb. The zero of the l 
was repeatedly read, during the series of measurements, by putting an Inml 
of known length (±'(xx)2 inch) and parallel ends, between the steel points atl 
bottom, in place of the side of the coffer. The limbs I made of pine, 71 x 4x1 
lightened by holes cut through them. The hinge was of steel plates, with con 
foil washerit between them to prevent friction, and closely fitting on a stout i 
pin. The readings of the scale value corresponding to the gauge-piece 1 
four times 577, and once 576, showing that there was no appreciable ihalcei 
flexure in the instrument u uited. 

R. As the steel tape and chain were often used, suspended in cateqj 
curve*, two terminal supi>orts were made lo hold the cnJs six incfaes rJ 
the ground. One »upport was simply a wedge-shaped stand with a hook oi| 
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the other support carried a lever arm, weighted so that it balanced with 
10 lbs. horizontal pull from the point where the tape was attached ; hence 
the stand was drawn back until the arm swung freely, and then there was 
ID lbs. tension on the tape. But transferring apparatus was needed, to transfer 
down from the marks on the tape to the station mark ; and to be able to read 
as instantaneously as if the tape lay on the station mark, for simultaneous 
readings at each end. After several experiments I adopted a horizontal 
mirror, levelled in the direction of the tape length, and supported at half the 
height of the tape. The edge of this mirror being placed just beneath the tape, 
the reflection of the tape marks could be seen side by side with the station 
mark ; both marks being at the same virtual distance from the eye, and there- 
fore both in focus together. Motion of the eye does not affect the coincidence, 
except when the mirror is not level, or not at half the height of the tape ; and 
even then only if large variations occur together. The mirror, its stand, and 
level, I arranged to pack inside the wedge-shaped terminal support. 

S. The thermometers were common mercurial and spirit tubes. I 
graduated them by freezing point, and a hot bath with a fine chemical 
thermometer in it. Divisions are most easily and visibly marked on the 
tubes by coating one side with whiting and a trace of gum, then scratching 
the lines through that with a point ; and then fixing, by dipping the tube 
in thick varnish. The tubes were mounted with the divisions placed behind, 
and thus much spread out from side to side, as seen through the tube. The 
wooden frames were thick enough to protect the whole bulb and tube sunk 
in them ; and the numbering could be safely trusted to the frame, though 
the accuracy of the divisions was secured on the tube. This plan of seeing 
the scale through the tube, might be improved on by instrument makers 
flashing a thin coat of opaque white glass down the back of the tube, and 
then etching out the divisions through it. 

ID. a. The principal angular instrument was a splendid theodolite by 
Gambay, said to have been used by the French in their share of the Anglo- 
French triangulation. It was of a very unusual form, the support of the 
upper parts and altitude circle being a pillar formed of the cone axis of the 
lower or azimuth circle; and the lo-inch or altitude circle being set on a 
horizontal axis parallel to the plane of it, so that it could be turned over 
horizontal, as an azimuth circle, with its centre over the axis of the fixed or 
7-inch horizontal circle. This was a bold device for making available the full 
accuracy of the finest of the circles for either altitudes or azimuths, and it 
was quite successful, as I could never detect the least shake in the converting 
axis, even though this was taken apart every time the instrument was packed 
The total weight was so small — being only 37 lbs. — that I could freely carry 
it,, as set up for work, from station to station ; but to avoid straining it in 
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travelling, and to carry it easier over rough grnnnd, it was tistMlly packed 
in three boxes : one for the 7-inch circle and feet, one for the 10-inch circle, 
and one for the telescope, levels, and counterpoise. Its original case wa-t 
ludicrously clumsy, heavy, and dangerous — a sort of thing to need two stout 
sappers to haul it about, and to take care that it never was turned o\-et. 

The lo-inch circle was very finely graduated on silver to $'. the lines 
being so close as to show diffraction spectra. It was read by four vcrj- long 
verniers of lOo divisions each, one division equal to 3". The magnifying 
power originally provided was quite inefficient,* being but single lenses of 
l\ inch focus. One of these I retained for index reading, and then fitted four 
microscopes of i-inch equivalent focus (or magnifying 20 diams, on 5-inch 
standard, or 40 diams., as opticians are pleased to magnify it) : with these 
the reading was excellent, the average error of a single reading .ind graduation 
being only "4" ; or. combined with errors of parallax, by the planes of the 
circles tieing about ,ou '"^h different, it was 7". The circle error* »-erc 
determined by repealing the quadrants of the verniers around it many times, 
and then going round the circle by stepping the length of each vernier ; thus 
each quadrant was divided up by the mean stepping of four vernier lengths 
of Si" each. These four values were mapped in curves, and a mean cur^'c 
was drawn through them ; this mean curve was ever after used (along with 
corrections for level. &c.) in correcting all the observations of each vernier 
independently, so as to detect any extraordinary error or reading. The 
instrumental errors were all small ; the eccentricity of the circles was in the 
lo-inch=4'8", in the 7-inch= ij's" ; the difference of axes of inner and ouia 
cones of repeating motion = 5"2" ; the difference between the two ends of t 
transit level-bearing and the steel pivots sunk in them =6 6"; the difference 4 
the diameters of the pivots, and their errors of circularity, inappreciable, 
runs of the four verniers were ■42", -92", -25, and 12" on 5' or 300"- Of coun 
m field work, the errors of pointing, of vibration of the instrument, and ^ 
errors due to wind, sand, heat, glare, and constrained positions, increased 1 
mean error of ^ea^ing ; and, on the average, it is I l" for a single observatknbl 

The 7-inch circle was scarcely ever used ; the long cone of it was so fin 
ground that, on being set on an ordinary table {soon after I had thorougb] 
cleaned it), the whole of the upper pait of the instrument (about 1 8 lbs. weigh 
wa« seen to be slowly revolving in arimuth, without any apparent cause. 

' Innniment maker* seem to ignore ihe fan ih^ii there i» 11 definite law for the p 
reading microicopes ; the angular width 10 the eye nf a minute as seen in the telescope s 
equal the width of a minute aj Men in the microscopes, else there must be a wasts of ^ 
somewhere. The formula is — focal length of object-glass : radius of circle::focal 4 
eyt'picce ; focal di*iance of microscope. Of course, m compound eyepiec** snd 1 
the cquivalcot focal distance must tie employed, inversely to that deceptive l« 
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exammiiig it, it was round that, not being quite level, and the counterpoise i 
5 lbs. not being put on it. its centre of gravity was not at the lowest point 
attainable ; hence the rotation. The telescope was equal in character to the 
rest of the instrument, the object-glass being i'66 diam., and i6i inches focal 
length, and the eye-piece of high power and large field ; thus it magnified 35 
diameters. The form of the slow motions was far superior to that of English 
instruments ; all the tangent screws had a steel ball on the shank, which 
worked between two circular holes, in plates which were clamped together by 
a fixed screw ; the nuts were also spherical, cut into two separate halves, and 
also clamped between circular holes. Thus there was practically perfect 
absence of shake, and great working smoothness, even when stiffly clamped. 
Another excellent device was the use of spring steel washers to all screws 
whose tension was in question; the screws were all made to run dead home on 
a seat, and to produce pressure through a curved washer, which they flattened, 
either for fixed tension, or for rotation of an axis. Thus a slight loosening of a 
screw made no difference or shake, and no delicate tightening up was needed ; if 
the pressure had to be altered, tlie washer was taken out and bent accordingly. 

The three levels of the theodolite were suitably delicate, the value of one 
division being 2-47" (altitude), 4-92" (transit), and 13-8" (cross level). For 
these and every other level used, I adopted a distinctive system of numbering. 
Every level had a different number for the mean position of the bubble end, 
and the divisions were numbered uniformly in one direction, and not simply on 
each side of the mean. Thus the ranges were respectively from 5 to 15, 16 to 
24, 28 to 32, 40 to (xi, &c., on the levels called No, 10, No. 20, No. 30, No. 50, 
&c. ; and when once a number was recorded (the mean of the two ends was 
always taken mentally), it showed which level was read, and in which direction, 
with any doubt, or further note. 

Other adjuncts that I provided for this, and also for the other theodolites, 
were slit caps (see Figs. 6, 7, 8, PI. xv.). It is manifest that objects seen through 
a fine hole are always in equally good focus, no matter what may be the distance ; 
hence, if an object-glass is limited to a small hole, it does not need focussing, 
But definition is commonly required in only one direction at once, either 
vertically or horizontally ; hence a slit — which admits more light — will be as 
effective as a hole. When a line is quite invisible, by being out of focus, placing 
a slit cap over the object-glass, parallel with the line, will make it clear ; and 
it will be well defined in proportion to the fineness of the slit. Each of the 
theodolites were therefore fitted with two movable slit caps, fine and wide, to 
cover the object-glasses. As focussing is always liable to introduce small errors, 
by shake of the tubes in each otlier, these slit caps were adopted to avoid the 
need of changing focus continually from near to distant objects; they also serve 
ng near points in view, at only a foot or two from the glass. To be able lo 
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place the slit-cap on the end of the telescope, without shaking it, was essential. 
This I did by making the slit of thin steel spring ; soldered to brass clutches, so 
as to grip the telescope by three points ; provided also with a projecting tongue 
above, and another below it, whereby to bend it open for clipping it on (we 
Figs. 6, 7. 8, PI. XV.). The smaller theodolites were also fitted with diagonal 
mirrors clipping on to the object-glass ; these enabled the instruments to be 
very accurately centred without a plumb-line. 

b. The s-inch theodolite, by King, was an old one, and was obtained for 
rough work ; but it had never been adjusted, so I had to take it in hand ; and 
on finding its errors, after correction, to be even less than those of the 4-inch 
Troughton, I generally used it for all small work, I corrected it in the 
rectangularity of cones to the circles, of transit axis to the cones, and of cradle 
axis to transit axis ; also in adjustment of verniers for run. The telescope was 
of long focussing- range when I got it, and I increased the range from infinite 
down to si feet focus, which made it vety useful in near levelling, as in 
buildings ; also I did away with the mere fit of sliding tubes for focussing ; and 
made the inner tube run on four points, slightly punched up in the outer tube, 
and pressed in contact with them by a spring on the opposite side of it The 
old level I replaced by a good one of Baker's, running 415" to *! inch. 
Microscopes of j-inch equivalent focus were fitted to two arms, which were 
slipped together when required for use, and rode round on the compass-box ; 
with these the average error of reading on the l' verniers was 7". 

The spider lines in this, and the next theodolite, were somewhat difTerent to 
the usual pattern. When either a single \'ertical line, or a, diagonal cross, u 
used, it blocks out any very small signal ; and I have even heard of an engineer 
hunting in vain for his signal, because the line exactly hid it. To ensure greater 
accuracy, I therefore put in two parallel lines, crossed by one horijiontat (needed 
for levelling) ; the lines being about 4^ inch apart ; if closer they may cling 
together if vibrated, and it is awkward to separate them while in the field. 
Thus the interval of the vertical lines was about i', and signals could be vei^rj 
accurately centred between them.* 

c. The 4-inch theodolite by Troughton was not often used, except y 
lightness was important ; I fitted it with two microscopes, similarly to I 
5-tnch; and its mean error of reading ivas about 8" on the 1' vernier. 

Though neither of these were transit theodolites, yet in practice 1 1 
them as such for all accurate work. By reversing the telescope, end for 1 
and upside down, and turning the circle 180", all the errors are compensated i 

• Spider line from webs is iiielesi, ai il 11 covered with stick)- globules to c»lch « 
the path-thiudsorthe spider are dcAti.bui thick ; 10 that the best way of all is lo catch a « 
inioll spider, and make it spin 10 reach the gtouad, wioding up the ihrtad u itM u it c 
out, daBfling in mid-air. 
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in a transiting instrument ; the only extra source of error is irregularity in the 
form of the rings, which can be tested by revolving the telescope in its cradle. 

A. For ascertaining the angles of the Queen's Chamber air channels I needed 
to measure as long a leng^ of slope as possible, at about 8 feet inside a 
passage which was only 8 inches square. For this I pivoted an arm on the 
end of a long rod (see Fig. 9, PL xv.), and passed it into the passage in the 
dotted position at A ; on reaching the slope it turned itself up to the angle by 
pressure, the main rod touching the passage roof. The arm carried an index, 
which touched a scale attached to the main rod. This scale was divided by 
actual trial, by applying a protractor to the limbs and marking the scale. To 
read it, a candle was carried on an arm, which shaded the direct light from the 
eye ; and the scale was inspected by a short-focus telescope. Thus the readings 
were made without needing to withdraw the goniometer from the narrow 
channel, and hence the arm of it could be much longer than would be otherwise 
possible. 

j. A large square, 35 and 45 inches in the sides, of sheet steel strips, 2 inches 
wide, and tinned together, I made for testing angles ; it was not exactly 
adjusted to squareness, but its angles were very carefully fixed, by triangulating 
a system of fine punched dots on the face of it ; and the edges were 
adjusted straight within about '003 throughout their length. It could be used 
for the absolute value of slopes of about 51** 50' and 2&^ 20', by means of a 
rider level placed on one edge of it, and reading by means of a divided head 
screw at one end. To render the square stiff enough sideways, it was screwed 
down (with round projecting screw heads, not countersunk) to a frame of 
wooden bars, 2x1 inch in section. I generally found, however, that it was best 
to measure a slope by theodolite and offsets. 

k. I m. n. These stands were used for the theodolites. Generally the lo-inch 
theodolite could be placed directly on the rock, or on a stone ; but when a 
stand was needed I used one about 30 inches high, that I made of i x i pine rod ; 
the top was stouter and about 12 inches triangle, and the feet about 30 inches 
apart, connected by cross bars. Thus it was of the octahedral pattern, a trian- 
gular face at the top, another at the base, and six faces around ; this being the 
only form absolutely free from racking. The screw feet of the theodolite rested 
on leaden trays on the top of the stand, which allowed free sliding for adjusting 
its centring. A similar octahedral stand about 16 high, was made of ^ x I inch 
pine, for the 5-inch theodolite ; in order to stand it in chambers or on stones. 
The instrument was clamped on to the stand by a screw from beneath, passing 
tiirough a plate under the triangular top of the stand, and screwing into the base 
plate of the theodolite, which rested upon the top of the stand. Thus it could 
be slid about on the stand, to adjust its centring, and then clamped tight after- 
wards. The iron stand was of just the same pattern, but made of i inch iron 
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rod ; the rods were bent parallel where joined, and passed into sections of iron 
tube, the whole filled up with tinning. These small stands would stand on the 
top of the large one when required, 

o- For signals in the triangulation, to show the places of the station marl 
I made a number of short wooden cylinders, i J diam., painted white, and standii 
on three legs of wire (see Fig. lo, PI. xv). In order to enable these to be cen- 
tred over the station marks by a plumb-bob, the cylinder was cut in two acn«s 
the middle ; a diaphragm of thin card was then put in it, with a hole truly 
centred by adjusting a circle on the card to the outline of the cylinder ; and the 
two halves of the cylinder were pegged together again. Then, having a plumb, 
bob hanging by a silk thread through the hole, at whatever angle the c>'lindcr 
could stand the bob would be always beneath its centre. The bob was fixed to 
hang at the right height, according to the irregularities of the rock, by drawif^ 
the thread through the hole, and pressing it down on a dab of wax on the top of 
the cylinder. 

The plumb-bobs are all of a new pattern (see Fig. ii, PI. xv). The point 
of suspension is generally too near to the centre of gravity, so that a slight shift 
in it would move the position of the lower end a good deal more. Hence the 
suspension and the end of the bob are here made equidistant from the middle. 
To avoid the complication of screw plugs to each bob, there was a large hori- 
zontal hole through the neck, to hold the knot ; and a smaller vertical hole in 
tlic axis of the bob for the thread to pass. 

The finest white silk fishing line was found to be the best thread for plumb* 
lines, or for stretching for offset measures ; it docs not tend to untwist, 
spin the bob ; it is only ,•„ inch diam., well defined and clean, and very visil 
Wax is invaluable for hanging plumb-lines in any position ; and a piece of » 
an inch square, well waxed, if pressed against a stone warmed by a candle, 
hold up several pounds weight. 

For station mark.'s on rocks or stones. I entirely discarded the bronze »nd 
forms. They may be very good in a law-abiding country, but I found 
of those put down by Mr. Gill, in 1874, were stolen or damaged in 1880. 
neat triangular stones in which they were sunk also attracted attention. I tl 
fore uniformly used holes driUea in the rock, and filled up with blue-tinted pi; 
they are easily seen when looked for, but arc not attractive. To further 
them, I made the real station mark a small hole 15 diam. ; and, to find it 
and yet draw attention from it if seen, I put two (.inch holes, one on 
of it ; usually 5 inches from it, N.K. and S.W. Thus, if an Arab picked 
piaster (which would not be ca»y, as the holes are i to i } inches deep) be 
be sure to attack a targe hole, which is unimportant Wliere special defioil 
was wmnted, as in the main points round the Great Pyramid, a pencil lead wa: 
in the middle of the plaster. This cannot be pulled out, like a bit of wire. 
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crumbles away if broken ; and yet it is imperishable by weathering. To clean the 
surface of the marks, if they become indistinct, a thin shaving can be taken off the 
rock, plaster, and central graphite altogether. Where I had to place a stone for a 
station mark, I sunk it in the ground ; and for the base terminals I took large 
pieces of basalt, and sunk them beneath the surface ; thus a couple of inches of 
sand usually covers them, and they cannot be found without directions. 

On reading this description of the instruments, it might be asked what need 
tiiere could be for doing so much in adjustment, alteration, and manufacture, 
with my own hands. But no one who has experienced the delays, mistakes, 
expense, and general trouble of getting any new work done for them, will 
wonder at such a course. Beside this, it often happens that a fitting has to be 
practically experimented on, and trials made of it, before its form can be settled. 
And, further, for the instinctive knowledge of instruments that grows from 
handling, cleaning, and altering them, and for the sense of their capabilities and 
defects, the more an observer has to do with his own instruments the better for 
him and for them. 
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METHODS OF MEASUREMENT. 

II. For the general questions of the principles of the arrangement of i 
triangulation, and of the reduction of the observations, we must refer to the two 
appendices on these subjects. They are ao purely technical, and untntcnesting 
to any but a specialist, that they are therefore omitted from the general course 
of this account We begin here with lineal measure, and then proceed Va 
angular measure, including theodolite work in general 

For lineal dimensions, I always used the system of a pair of rods butting 
end to end, and laid down alternately, instead of making marks at each rod 
length. In testing measures, the value of the sum of two rods can also be 
obtained more accurately than the exact butt length of cither of them alone. 
Hut for the more important points, the direct measurement of a space by a roJ 
has been often abandoned for the more accurate method of referring all parts tffS 
horizontal and vertical planes of known position. This is a necessary rcAnei 
when precision is needed, and it specifies a form in every element of sixe, a 
and place. In the passages, where the use of horizontal planes was imprac™ 
ticable, a plane at a given angle was adopted, and the roof and floor were referred 
to that. 

In the Great Pyramid, the King's Chamber was measured by hanging a 
plumb-line from the roof in each corner of the room ; and measuring the offKts 
from the lines to the top and bottom of each course on each side of the corn er. 
Then the distances of the plumb-lines apart were measured by the steel tape j 
the floor. The heights of the courses were read on a rod placed in each c 
For the levels, the 5-inch theodolite was placed just about the level of the fl 
course ; then at 24 points round the side a rod was rested on the floor, and \ 
level and the first course read on the rod. 

The coflcf was measured by means of a frame of wood, slightly larger { 
the top, resting upon it; with threads stretched just beyond the edges of ^ 
wood, around the four sides. The threads gave true straight lines, 
distances and diagonals were measured. Then ofl'scts were taken to the c 
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sides from a plumb-line hung at intervals over the edge of the wood ; its distance 
from the straight stretched thread, being added to the offsets, thus gave the 
distances of the coffer sides from true vertical planes of known relation to each 
other, at various points all over the sides. Similarly, the inside was measured 
by a frame, slightly smaller inside it than the coffer. The bottom was measured 
by raising the coffer 8 or 9 inches ; the theodolite was placed to sight under it, 
and offsets were thus read off to the outside bottom from a level plane, also 
reading the height of the plane of sight on a vertical rod ; then the theodolite 
was raised so as to sight over the top of the coffer, the height of its plane on the 
same fixed rod was read off to give its change of level, and then long offsets 
were taken to points on the inside bottom of the coffer. Thus the thickness of 
the bottom is determined by the differences of level of the theodolite, minus the 
two offsets. Besides this, a check on the sides was taken by a direct measure- 
ment of their thickness with the pair of calipers already described. 

The antechamber was measured in the common way ; but the granite leaf 
in it had a bar placed across the top of it, with a plumb-line at each end of the 
bar, i/., N. and S. of the leaf. The distances of the lines apart were taken below 
the leaf, and offsets were taken all up the leaf on each side ; this was done at 
each end and in the middle of the leaf. 

In the Queen's Chamber two plumb-lines were hung from the ends of the 
roof-ridge, their distance apart observed, and offsets taken to the side walls and 
to the ends. Offsets were also taken to the niche, which was, beside this, gauged 
with rods between its surfaces all over. The heights of the courses were also 
measured in each corner. The angles of the air channels were read by the 
goniometer already described. 

The subterranean chamber was measured in the common way, with rods 
along the sides, but the irregularity of the floor, and the encumbrance of stones 
left by Perring made it very difficult to measure. 

12. Turning next to measurements made with the theodolite, these generally 
included some determination of angular as well as lineal quantities. The 
straightness of the sloping passages was uniformly observed by clamping a 
theodolite in azimuth, pointing along the passage, and having a scale held as 
an offset against the wall at marked intervals ; thus variations in azimuth of the 
passage were read. On reaching the end, the assistant holding the scale 
stopped, the theodolite was clamped in altitude instead of in azimuth, and 
the assistant returned, holding the offset scale to the floor or roof; thus 
variations in slope of the passage were read. The whole length of the entrance 
passage, and the ascending passage and gallery in one length, were thus 
measured. For the air channels on the outer face, where the floor is unbroken, 
a slip of board carrying a perpendicular mirror was let down the channel by a 
string, in lengths of 10 feet at a time ; and the dip to the reflection in the 
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mirror was noted by a theodolite at the mouth. It is then a matter of mere 
reduction to obtain the variations from a straight mean axis. 

The horizontal measurements outside the Pyramid were entirely performed 
by triangulation ; and this included in a single system the bases of the 
three larger Pyramids, the pavement of the Great Pyramid, the trenches and 
basalt pavement on the E. side of the Great Pyramid, and the walls around tbc 
Second and Third Pyramids. The Great Pyramid was comprised in a single 
triangle. This triangulation by means of the loinch theodolite occupied some 
months in all ; some angles being read 14 times, and the fixed stations being 
about 50 in number, besides about as many points fixed without permanent mark& 
The first-class points were fixed with an average probable error of "oG inch ; and 
the least accurate points, such as those on the rough stone walls, were fixed 
within I or 2 inches. For fixing the points uncovered by excavation, a rod 
was placed across the top of the hole, and a plumb-line dropped from it to 
the point to be fixed. A theodolite was then placed near it, and Was fixed in 
the triangulation by reference to known stations ; the distance of the plumb-line 
from the theodolite, was then measured by the angle subtended by divisions 
on the horizontal rod which supported it. 

For connecting together the inside and outside measurements of the Great 
Pyramid, a station of the external triangulation was fixed on the end of the 
entrance passage floor, thus fixing the position of the passage on the side of the 
Pyramid. From this station the azimuth down the passage was (rfwcrvcd ; 
thus fixing the direction of the passage. And levelling was also carried up 
from the pavement and casing stones of the N. face to this station ; thus 
fixing the level of the passage, and hence that of all the interior of tlic PjTamid. 
The positions of the passages of the Second and Third Pyramids, on their faces, 
were also fixed in the triangulation. 

The base of the survey was thrice measured, with a probable error of 
± -03 inch (or a^aoa of the whole) by the steel tape. To avoid the need of 
n truly levelled base line, a scries of blocks of stone was put between the 
terminals of the base, which are 659 feet apart ; a stone was placed at each 
t.ipe length (1,200 inches), and at each chain length (1,000 inches); and a 
sufficient number of stones were placed al.so between these, as to support tbe 
chain or tape in catenary curves throughout, with the usual 10 lbs. tension. 
The stones thus varied from 140 to 393 inches apart. Then, the distances and 
levels of the stones being known, the reduction to be applied to the tape as it 
lay on them to ascertain its horizontal length, were easily applied. No attempt 
was made to place a mark at exactly each tape length on the stones ; but 
a scale of ^'^ths of an inch was fixed temporarily on each stone at which the 
tape lengths joined ; then the two ends of the tape were read simultaneously on 
the scales several times over, vlightty shifting the tajx; each time in ortkt j 
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equalize the friction of its support : thus the distances of the zeros of the scales 
placed all along the base were ascertained, and hence the total length of the base. 

For the height of the Great Pyramid a line of levelling was run up the 
S.W. comer, across the top, and down the N.E. comer, stepping 1 5 to 20 feet 
at each shift. Separate lines of level were twice run round the Pyramid, 
(including the basalt pavement, &c.), and the differences were under \ inch, 
both between them and from the levels of Mr. Inglis, excepting his S.E. socket 
Thus a complete chain, from N.E. to S.E., to S.W., to top, across top, and 
to N.E. was made ; and the difference was only \ inch on the return, the 
total run being 3,000 feet distance, and 900 feet height. Besides this, an 
independent measurement by rods had been carried up each of the four comers 
of the Pyramid to the top ; generally two, and sometimes three or four, steps 
were taken in one length, and levelled to the nearest, iV inch, from the upright 
rod to the upper step, by a reversible horizontal rod with level attached. 
The intermediate courses in each length were also measured off. This gives 
all the course heights, and is regulated at every 10 or 20 courses by the 
accurate levelling on the N.E. and S.W. The same point was always used on 
each step, both in the measuring and the levelling, so as to avoid errors of 
levelling and dressing in the steps ; and each tenth course has a cross scored on 
the stone, at the point used in the levelling. The Third Pyramid was only 
measured by rods up the courses. 

The angles of the ascending passages were not retaken, as Professor Smyth 
had already done that work fully ; but the angle to the bottom of the entrance 
was observed by the lo-inch theodolite, placed on a shelf across the mouth of 
the passage. The levels of the horizontal passages were taken with the S-inch 
theodolite, placed in the middle, and reading on both ends. The level from the 
entrance passage to the ascending passage was read off on a single vertical 
rod placed in Mamun's Hole ; a theodolite being put first in the lower and then 
in the upper passage to read on it. 

As a general principle, in observing down a passage with a theodolite, no 
dependence was placed on measuring the position of the theodolite, which was 
usually outside the passage in question ; but in all cases a signal was fixed in 
the passage near the theodolite, as well as one at the farthest point to he 
observed, and the azimuths of both were noted ; the distances being roughly 
known, the minute corrections to be applied to the azimuth of the further signal 
could be readily determined. The azimuth observations of Polaris always 
included a greatest elongation. For the dip of the entrance passage the lo-inch 
theodolite was clamped in altitude, at closely the true angle ; an offset was 
taken to the roof at the bottom, and the theodolite was reversed and re-read as 
usual to get the dip, reading level at the same time. Offsets were then read to 
points all up the roof, keeping the telescope clamped in its second position; thus 
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it was not necessary to know the exact height of the plane of the roof above the 
theodolite. The azimuth of the entrance passage was determined down to 
Mamun's Hole, by connection with the triangulation, whose azimuth is othef wise 
known; and it was also determined down to the bottom by Polaris' observa- 
tions. The azimuths of the horizontal subterranean passages were read by the 
S-inch theodolite, placed at the bottom of the entrance passage, and reading on Ai 
signal at the top, and on candles placed in the passages;* the S, end of the SJ 
passage being invisible from the theodolite, its candle was sighted on in line with 
its N, end candle, and the line measured off in the chamber. The azimuth of 
the ascending passages was measured by three theodolites used together ; all 
of the telescopes were set to infinite focus, so as to sec each other's cross wires 
plainly when a candle was held behind the telescope observed on. The to-incb 
was put in the entrance passage, reading on a signal at top, and on the 5-inch ; the 
latter was placed on the rubbish in Mamun's Hole, reading on the lo-inch and 
4inch ; and this last was placed just above the granite plug blocks, reading 
the 5-inch and on a signal at the top of the ascending passage. Thus a chain 
angles was formed from signal to signal, quite free from any errors of centring] 
the theodolites or station marks. For the angle of the Great Pyramid casing 
stones in situ, the 10-inch theodolite was placed on the steps above ; the dip was 
read to points on the top of the casing stones, and on the pavement in front of 
them ; and then offsets were measured from these points to the face of the stone 
The Second and Third Pyramid casing was measured by goniometer and 
protractor. 

Thus it will be seen that several fresh methods of observation have beea 
introduced, in order to obtain greater accuracy and more information : in parti- 
cular the methods of plumb-iincs and optical theodolite-planes, with offsets from 
these, have yielded good results. A fresh feature in the discussion of observa- 
tions is the introduction of " concentrated errors ; " on the principle of showing 
all the divergences from regularity on their natural scale, while reducing the 
distances of the parts so that they may readily be compared together. Thi« 
is the essential basis of the method of graphic reduction, described in the 
Appendix (shown in Traces of Observations, PI. xvi> ; and it renders possible the 
use of graphic methods in work of any delicacy ; it is also cxemplilied in the 
diagrams of the King's Chamber walls (PI. xiii), and of the relation of the casing 
and pavement (I'l. x). 

* Naked candlti are good objectt for observing on, vhrre there it no wind ; the ipot of 
flunc, the white candle, or the ihin wick, serving at diffcrcoi diiiance* ; oRiet raeaswoM 
□an alio be taken accunteiy to the wick. Lanicnu were only used for ouuide work. 
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CHAPTER IV, 

EXCAVATIONS. 

13. In Egypt all excavations are forbidden, and a special permission is 
required for any such researches, the law of treasure-trove being the same as in 
England. Having in 1 880-1 done all the triangulation of my station marks, it 
was requisite in 1881-2 to connect them with the ancient points of construction. 
For this, therefore, I needed permission to excavate, and applied to M. Maspero, 
the courteous and friendly director of the Department for the Conservation of 
Antiquities ; Dr. Birch kindly favouring my request. In order to save delay and 
needless formalities, M. Maspero at once said that he would permit me to work 
under his firman, on all the points that I had indicated to him in writing ; the 
Bulak Museum being formally represented by a reis, who would observe if any- 
thing of portable value should accidentally be discovered, though such was very 
unlikely and unsought for. Under this arrangement, then, I carried on 
excavations for about six weeks, having during most of the time about 20 men 
and boys engaged. The total expense was only about £ii, or ;f22 including 
the reis of the Museum. He was a son of old Reis Atweh, who worked for 
Prof. Smyth ; a very polite man, who quite understood that his presence was a 
formality.* 

The first work that needed to be done (and that quickly, before the 
travellers' season set in) was to open the entrance passage of the Great Pyramid 
again to the lower chamber. The rubbish that had accumulated from out of 
Mamun's Hole was carried out of the Pyramid by a chain of five or six men in 
the passage. In all the work I left the men to use their familiar tools, baskets 
and hoes, as much as they liked, merely providing a couple of shovels, of picks, 
and of crow-bars for any who liked to use them. I much doubt whether more 
work could be done for the same expense and time, by trying to force them into 
using Western tools without a good training. Crowbars were general favourites, 
the chisel ends wedging up and loosening the compact rubbish very easily ; but 
a shovel and pickaxe need a much wider hole to work them in than a basket 

* A notice of these excavations appeared at the time in the Academy of 1 7th December, 
i<8i. 
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and hoe require ; hence the picks were tined with shoct handles, and the shovels I 
were only used for loose sand. In the passage we soon came down on the bij I 
granite stone which stoppe>i Prof. Smyth when he was trying to dear the J 
passage, and also sundiy blocks of limestone appealed. Tbe limestone wasl 
easily smashed then and there, and carried out piecemeal ; and as it had noJ 
worked surfaces it was of no consequeoce. But the granite was not only tou^lv I 
but interesting, and I would not let the skilful hammer-nun cleave it up slice by 1 
slice as he longed to do ; it was therefore blocked up in its place, with a stout i 
board across the passage, to prevent it being started into a do«-nward rush. It 
was a slab 20'6 thick, worked on both faces, and one end, but rough broken 
around the odier three ^dcs ; and as it lay flat on the floor, it left us 27 inches 
of height to pass don~n the passage over iL Where it came from is a complete J 
puzzle; no granite is known in the P>T3mid, except the King's Chamber, thel 
Antechamber, and the plug blocks in the ascending passage. Of these sites tfas * 
Antechamber seems to be the only place whence il could hav-e come ; and Maillct 
mentions having seen a large block (6 feet by 4J l)'ing in the Antechamber, 
which is not to be found there now. This slab is 32 inches wide to the broken 
sides, 45 long to a broken end. and 20*6 thick ; and, strangely, on one side edge 
is part of a drill hole, which ran through the 2cr6 thickness, and the side of which 
is 27"3 from the worked end. This might be said to be a modern hole, made for 
smashing it up, wherever it was in situ ; but it ts such a hole as none but an 
ancient Egyptian would have made, drilled out with a jewelled tubular drill in 
the regular style of Uie 4th dynasty ; and to attribute it to any mere smashers 
and looters of any period is inadmissible. What if it came out of the grooves in 
the Antechamber, and was placed like the granite leaf across that chamber? 
The grooves are an inch wider, it is true ; but then the groove of the leaf U an 
inch wider than the leaf. If it was then in this least unlikely place, what could be 
the use of a 4-inch hole right through the slab } It shows that something has 
been destroyed, of which we have, at present, no idea. 

Soon afler passing this gninite, we got into the lower part of the entrance 
passage, which was clear nearly to tlic bottom. Here a quantit}- of miKl bad 
been washed in by the rains, from the decayed limestone of the outside of the 
Pyramid, thus filling the last 30 feet of the slope. This was dug out and spread 
on the paisa^e floor, to save hax-ing to carry it out up the long 300 feet of the 
narrow passage ; no truck arrangement could be easily worked, owing to tbe 
granite block lying in the ]}assage. Work down at the bottom, with two 
lanlems and six men, in the narrow airless passage, was not pleasant; and my 
visits were only twice a day, until they cut through to the chamber. Here I 
had the rest of the earth piled up, clear of the walls, and also of the well, and 
so re-cslablished access to these lower parts. 

In the well leading from the gallery to the subterranean passages, ihcte iaj 
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a part (often called the "Grotto") cased round with small hewn stones. These 
were built in to keep back the loose gravel that fills a fissure in the rock, 
through which the passage passes. These stones had been broken through, 
and much of the gravel removed ; on one side, however, there was a part of the 
rock which, it was suggested, might belong to a passage. I therefore had some 
of the gravel taken from under it, and heaped up elsewhere, and it was then 
plainly seen to be only a natural part of the water-worn fissure. This well is 
not at all difficult to visit ; but the dust should be stirred as little as possible. 
One may even go up and down with both hands full, by using elbows and 
toes against the sides and the slight foot-holes. 

14. The next business was to find the casing and pavement of the Great 
Pyramid, in other parts beside that on the N. face discovered by Vyse : the 
latter part had been uncovered, just when I required it, in i88i,by a contractor, 
who took the chips of casing from the heaps on the N. face to mend the road. 
Thus the tourists to the Pyramid actually drive over the smashed-up casing 
on their way. On the three other sides the Arabs had some years ago cut 
away a large part of the heaps of casing chips, in search of pieces which would 
do for village building. Thus the heaps were reduced from about 35 to only 
20 feet in depth, over the middle of the base sides of the Pyramid ; though 
they were not touched at their highest parts, about 40 or 50 feet up the sloping 
side of the Pyramid. 

The shafts for finding the casing were then sunk first of all about 100 feet 
from the comers of the Pyramid ; and then, finding nothing there but rock 
(and that below the pavement level), places further along the sides were tried ; 
until at last the highest parts, in the very middle of the sides, were opened. 
There the casing and pavement were found on every side, never seen since the 
rest of the casing was destroyed a thousand years ago. Thus for the North 
casing four shafts were tried ; but no casing was found, except where known 
by Vyse. On the East side four shafts were sunk, finding casing in the middle 
one. On the South four shafts were sunk, finding badly preserved casing in 
one, and good casing in another, entirely eaten away, however, just at the 
base (see PL xii.). On the West side five shafts were tried, finding casing 
in one of them, and pavement within the casing line at the N.W. The East 
and South casing was seriously weathered away ; on the East it was only 
defined by the pavement being worn away outside its ancient edge ; and on 
the South it was found to be even hollowed out (PI. xii.), probably by the 
action of sand whirled up against the base, and scooping it out like sea-worn 
caves. The shafts were cut as small as possible, to avoid crumbling of the 
sides ; and they were steined with the larger blocks where the rubbish was 
loose : ledges were left at each six feet down, for the men to stand on for 
banding up the baskets and larger stones. The Arabs never would clear away 
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the loose stuff from around the shafts, without having special directions; and 
often there was a long slope of 15 feet high of rubbish, just at the angle of 
rest, over one side of a shaft : this needed to be cut away and walled back. 
Both the excavators and myself had narrow escapes from tons of stuff suddenly 
slipping in, sometimes just after 1 or they had been at the bottom of the 
shaft: the deep Southern shaft no one but Negroes would work in M the 
last As I did not uncover the casing on the North side, I did not Oonnidcr 
it incumbent on me to cover it over again ; and the casing down the ^ufts 
is safe from damage, as it is too troublesome and dangerous for the Arabs 
to try to break it or carr>' it off: it would be far easier for them to work out 
more loose pieces from the rubbish. 

Besides these shafts, many pits and trenches were dug to uncover tbc 
outer edge of the pavement. For the bisalt pavement, the edge of the 
rock bed of it was traced on N.E. and S. : but no edge could be found on 
the West. It was cleared at the centre, where the trenches converge, and was 
there found to be all torn up and lying in confusion, along with many n-rought 
blocks of red granite. Further out from the Pyramid it was perfect in some 
parts, as when first laid. The trenches were cleared at the ends, where 
necessary ; the North trench was dug into as far as nine feet below the sand 
at present filling it, or about eighteen feet below the rock around it, but 
nothing but sand was found ; the E.N.E. trench was cleared by cuttings 
across and along it, so as to find the bottom of each part, and make certain 
that no passage led out of it; the N.N.E. trench was cleared by pits along 
it, and traced right up to the basalt pavement The trench near the N.E. 
corner of tlic Pyramid wiis cleared in most parts, and tlie rock cuttings around it 
were also cleared, but re-filted, as the carriage road runs over them. Thus 
altogether 85 shafts, pits, or trenches were excavated around the Gremt 
Pyramid. 

ij. At the Second Pyramid I't was not so necessary to find actual casing, 
as it was arranged differently : the bottom course of casing had an upr^l 
foot 10 or 13 inches high, at the bottom of its slope, not ending in a sharp 
edge, like the Great Pyramid casing, which was ver>- liable to injury. The 
end of the slope being thus raised up already some way, the pavement was 
built against the upright face, and to get depth enough for the paving blocks^ 
the rock outside the casing was cut away. Thus the cosing actually stood 
on a raised .square of rock, some few inches above tA'^ock outnide it (see 
PI. xii.), and the edge of this raised square was further signalized by htviog 
holes along it (5 to 10 inches long and about half as wide), to receive t~ ~ 
ends of the levers by which the blocks were moved. This arrangement 1 
very clearly shown near the \V. end of the S. side, where a block of c 
rcmatnR, but slightly shifted ; and therefore, where tliis raised edge wa{ 
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found in other parts^ it was accepted as being equivalent in position to 
the foot of the casing slope, without needing to find actual casing in each 
place. 

At the N.E. comer the raised edge was found, scarcely covered over. On 
the E. side two pits were sunk, and the edge was found in one at the S. end. 
The edge was cleared at the S.E. comer. On the S. side the edge was found 
at the E. end, and the casing in situ cleared at the W. end. The S.W. comer of 
the edge was cleared. On the W. side the edge was found at the N. end. The 
N.W. ccHTier was cleared, but no edge was found there. On the N. side the 
edge was found at the W. end. Thus the raised edge was found and fixed at 
eleven points around the Pyramid. The joints of the platform of huge blocks on 
the E. of it were partly cleaned to show the sizes of the stones. Three pits 
were tried on the N.W. of the Pyramid, and the edge of the rock bed of the 
pavement was found in two of them. Two trenches were made to examine the 
edge of the great rock cutting on the N. side of the Pyramid. 

Twenty-three trenches and sixty-seven pits were dug to uncover parts of 
the great peribolus walls of this Pyramid. Thus it was found that all the heaps 
and ridges, hitherto called " lines of stone mbbish," were built walls of unhewn 
stone, mud plastered, with ends of squared stone, like anta. The great 
barracks, consisting of a mile and a half length of galleries, was thus opened. 
Many fragments of early statues in diorite, alabaster, and quartzite, were found, 
as well as early pottery, in the galleries ; though not a five-hundredth of their 
whole extent was uncovered. The great hewnstone wall, built of enormous 
blocks, on the N. side of the Pyramid, was examined by pits ; and quarry marks 
were found on the S. sides of the blocks. Two retaining walls of unhewn stone, 
like those of the galleries, were found in the large heap of chips, which is banked 
against the great N. wall. These retaining walls contained waste pieces of 
granite and basalt The great platform of chips, tipped out by the builders 
beyond the S. peribolus wall, was cut into in two places. Some early pottery 
was found ; and it was evident, from the regular stratification, that it had been 
undisturbed since it was shot there in the time of Khafra. Altogether, 108 pits 
and trenches were opened around the Second Pyramid. 

16. At the Third Pyramid it was necessary to clear the casing at the base 
level ; and this was a more troublesome place to work on than any other. 
Howard Vyse reports that he abandoned his work here on account of the great 
difficulty and danger of it The material to be removed consists entirely of 
large blocks of granite weighing a ton and upwards, which lie embedded in 
loose sand ; hence, whenever the sand was removed in digging a hole, it ran 
down from the sides, and so let one of the large blocks drop into the hole. The 
most successful way of getting through it was to bring up other stones and 
place them so as to form a ring of blocks wedged together around the hole, and 
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thus supporting one another. As there is no clear setting for the casing here 
as there is in the Second Pyramid, and as the substratum had been removed at 
the eastern corners, it was necessary to find the casing foot near each end of 
the sides, and not to trust to the corners. There was no difficulty in finding 
casing stones, as the casing still remains above the rubbish heaps on every side ; 
the work was to get down to the foot of it. This was done at the E. end of the 
N. side, at both ends of the E. side, at both ends of the S. side, and at the S. 
end of the W. side. The N.VV. corner was very deeply buried, and several triaJa 
were made to get down, but without finding any place sulTiciently clear of the 
great granite blocks ; here, therefore, I had to be content witli fixing the edge of 
the fifth course of casing, which stood above ground, and projecting this down 
at the observed angle by calculation, Seven points in all were thus fixed, of 
the intended finished surface of the original casing at the bottom course. 
Besides this, eighty-four pits were made along the peribolus walls of this P>'ramid: 
these holes showed that the walls were all built like those of the Second 
Pyramid, but less carefully. Ninety-one pits in all were made around the Third 
Pyramid. This makes a total of 2S4 shafts, pits, or trenches, sunk in the hill of 
Gizcb ; and in almost every case the objects sought were found. 

17. Some few details may be useful to future explorers. The tools used were 
the ordinary native forms, with a few English tools for special purposes, as have 
L been described. Of supervision the Arabs require a good deal to prc\-ent their 
iloungiog, and Ali Gabri looked well after them, proving zealous and careful in 
the work : I, also, went out with them every morning, allotting their work for the 
day ; then visiting tlicm generally just before noon ; and again before th>.y left 
off, in the afternoon. Going thus round to six or eight places some way apart, 
and often stopping to direct and help the men, occupied most of the day. It b 
particularly neccs.sary never to put more men on a spot than are absolutely needed 
to work together ; generally each isolated party was only a man and one or two 
boys ; thus there was no shirking of the individual rcsponsibilit>' of each man to 
get through his work. Every man was told what his party had to do, and 
if they were lazy, they were separated and allotted with good workers, 
where they would be closely watched. The men were allowed to choose their 
work somewhat, according to their strength and capabilities; and if any man 
grumbled he was changed to different work, or dismissed. A very friendly 
spirit, with a good deal of zeal to get through tough jobs, was kept up all Oic 
time b>' personal attention to each man, and without any extra stimulus of 
bakhshish, either during or after the work. The wages I offered, and fretly 
obtained labour for, were rather above what excavators aic required to work for 
by the Museum ; but were far less than what had been paid there before by 
Europeans. Tor ordinary work the rate was lod. a day, and 6d. for boj-s; fnr 
\vnt\i inside the Pjrainid. is a d.nv. and /Jd, for boys. The men were paid 
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weekly, and no attempts were made to impose, as I kept a daily register of the 
number employed. AH received what I always paid him while I was living 
there, £\ ^ week, and 4s. for his slave and nephew sleeping in the next tomb as 
guards ; for this he was always at my disposal for work (though I did not 
occupy half of his time), and be made all purchases and arrangements with the 
neighbours, besides keeping me quite free from molestation or black-mailing by 
the other Arabs. 
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CHAPTER V. 

CO-ORDINATES OF STATION MARKS AT THE PYRAMIDS. 

1 8. The station marks of the triangulation consist of holes drilled in the 
rock or stone, and filled with blue-tinted plaster, as already described 
(sec. lo). Where great accuracy was needed a graphite pencil lead was put 
vertically into the plaster. Thus the mark may be scraped clean, if bruised or 
defaced, without destroying the mark. To enable the station-mark holes of 
about {-inch diameter to be readily found, and at the same time to draw off 
attention from them, two J-inch holes, similarly filled, are drilled, in most cases 
one on each side of each station mark, at 5 inches from it, to the N.E. and S.W. 
I also utilized some few of Mr. Gill's bronze station marks, that had escaped the 
attention of the Arabs. The less important stations, of the rock trenches, 
are merely marked by a single ^-inch hole, filled with blue plaster. The 
general position of the station marks are shown in the plan of the triangulation 
on PL i. 

19. The co-ordinates of the station marks, &c., are reckoned from a line 
beyond the N. side of the whole area, and from a line beyond the E. side of the 
area : thus there are no minus quantities. The azimuth of true North on the 
system of co-ordinates is East of the approximate North of the system^ or the 
azimuth of its Eastern boundary, by 

+ I* 12' 22"±6" 
and the value of the unit of co-ordinates in British inches is 

•oo5o8259±xxxxxxx>3 log. 706085 3 ±-000001 7 

or the number of units in the inch 

196750*001 log. -2939 1 47 ±-00000 1 7 
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Table of Co-ordinates of Marked Stations. 



Place. 



» 



n 



» 



» 



» 



»> 



)i 



» 



» 



» 



>i 



» 



S.W. comer of the 9th Pyramid 

N. side of 2nd Pyramid Temple 

N. side of 3rd Pyramid Temple 

Top block of 5th Pyramid 

N. side of 3rd Pyramid 

Rock of hill, W. of 1st Pyramid 

Tomb, No. 17, Lepsius 

Hillock S.E. of 3rd Pyramid 

Top of large building E. of 3rd Pyramid 

Pile of slabs N.E. of ist Pyramid 

Slab in ground N. of entrance of ist Pyramid (Gill) 

Tomb N.W. of N.W. corner 

Tomb W. of „ „ 

N.W. socket of 

Edge of floor of passage of 

N.E. socket of 

Staff on top of 

W. side of 7th Pyramid 

E. side rubbish heap of ist Pyramid 

S.E. socket of 

S. side on masonry of 

S.W. socket of 

W. side rubbish heap of „ 

Tomb, No. 44, Lepsius „ 

E. end of base line, on block of basalt 

W 

Masonry above, and W. of, door, 2nd Pyramid 

N.W. corner of rock cutting round 

N.W. corner 

N.E. comer 

S.E. comer (on masonry) 

S.W. comer 

W. side of rock cutting round 

Wall W. of 3rd Pyramid . 

N. side of 4th Pyramid 

N.W. comer of masonry of 3rd Pyramid 

S.W. 

S.E. 

N.E. 

Masonry below door, ist Pyramid 

N. end of North Trench 




M 



» 



» 



M 



M 



l> 



» 



n 



» 



if 



n 



%> 



>i 



n 



(Gill) 
(Gill) 

(Gill) 



(Gill) 
(Gill) 



(Gill) 
(Gill) 



9t 



99 



9f 



}f 



n 



99 



99 



» 



» 



» 



» 



S. end of 



99 
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A 
B 
C 
D 
E 
F 
G 
H 

J 
K 

L 

M 

N 

O 

P 

Q 

R 
S 
T 
U 
V 

w 

X 
Y 
Z 

a 

(3 

I 

c 

z 
e 

K 

X 

M 

V 

K 

w 



From North. 



From East. 



3 

S 
8 

9 
8 

4 

3 
10 

7 
I 

I 
I 
I 
I 
I 
2 

3 
2 

3 
3 

3 

2 

2 

4 

4 

4 

4 

4 

4 
6 

6 

5 

7 

9 
8 

8 

8 

8 

I 



I 



987 

393 
382 

143 
072 

246 

000 

092 

828 

300 

908 

483 
848 

844 

993 
880 
756 
007 
706 
672 

523 

634 

745 
926 

41S 
306 

732 
146 

592 

632 

251 
262 
950 

563 
054 

03s 
761 

786 

038 

935 
082 

514 



140 
798 

255 

054 
225 

813 

CXX) 

621 

554 
292 

159 

587 
869 

679 

386 

871 

484 

571 
202 

518 

071 

188 

956 

171 

043 

415 
762 

945 
901 

817 

313 
182 

148 

291 

182 

816 

575 
40s 

069 

512 

608 

650? 



3 

5 
6 

6 

8 

6 

5 
I 

I 

2 

3 

4 

3 
2 

I 

2 

I 
I 

2 

3 
3 

3 
I 

3 
4 
5 
5 

4 

4 

5 
6 

8 

7 

7 

7 
6 

6 

2 
I 



935 
411 

839 
836 

840 

132 
000 

571 
491 

425 
242 

431 
136 

173 
221 

381 
298 

915 

477 

417 

369 
206 

073 
863 

704 

255 
900 

968 

758 
092 

157 

785 
000 

109 

586 

200 

230 

488 

485 
249 

180 



I 17s 



234 
980 

239 
560 

249 
966 

000 

047 

863 

399 
158 

388 

068 

572 

893 

354 
662 

729 

899 
048 

777 
89s 

389 

947 
140 

538 
971 

245 
968 

175 
284 

021 

994 

839 
701 

134 
130 
386 

183 
041 

207 

360? 
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Table of Co-ordinates of Marked Stations. 



Place. 

N. end of South Trench 
S. end of „ „ 

W. end of E.N.E. „ 
E. end of „ „ 
S. end of Trial passages 
N. end of „ „ 



I 



V 



J 



Ctf 



From North. 


From East. 


3 051 826 


I 184 632 


3 463 988 


I 180 826 


2 678 581 


881 168 


2 648 862 


568 721 


2 549 708 


721 984 


2 3SO 481 


718 038 



Resulting Co-ordinates of Points of Ancient Construction. 



tSs ( Casing edge on N. side of ist Pyramid 




I 866 612 


2 281 35$ 


Vi ^ " " c' " 


f> f* 




2 671 090 


I 401 430 


•JJ J >i n ^' M 


>» »» 




3 646 300 


2 515 643 


w I »> .» w. „ 


l» 91 • 




2 664 836 


3 185 923 


N.E. comer of casing of 


l» *t 




I 884 598 


I 385 776 


0.1!«. 91 n 


W ft • 




3 668 168 


I 421 276 


O.W, II II 


»> II 




3 632 521 


3 205 195 


N.W. „ 


»» II ' 




I 848 772 


3 169668 


Centre of „ 


H » 




2 7S8 51S 


2 295 478 


N£. comer of casing of 


2nd Pyramid 




4 630 771 


4 089 656 


O.X!'* II II 


M II 




6 297 9S8 


4 121 664 


o.W, II II 


99 >» 




6 265 598 


5 789 181 


N.W. „ „ • 


n »» 




4 598 359 


5 756 193 


Centre of „ 


9> » 




5 448 171 


4 939 173 


N.E. comer of casing of 


3rd Pyramid 




7 998 215 


6 437 758 


o.l!«* M II 


t> II 




8 814 325 


6 457 924 


W. II II 


M W 




8 793 987 


7 275 727 


N.W. ,1 


l> »» 




7 976 980 


7 255 560? 


Centre of „ 


f» *» 




8 395 877 


6 856 742 
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CHAPTER VI. 

OUTSIDE OF GREAT PYRAMID. 

20. The materials available for a discussion of the original size of the base 
of the Great Pyramid are : — (i) the casing in situ upon the pavement, in the 
middle of each face ; (2) the rock-cut sockets at each corner ; (3) the levels of 
the pavement and sockets ; and (4) the mean planes of the present core 
masonry. 

Since the time of the first discovery of some of the sockets in 1801, it has 
always been supposed that they defined the original extent of the Pyramid, and 
various observers have measured from corner to comer of them, and thereby 
obtained a dimension which was — without further inquiry — put down as the 
length of the base of the Pyramid. But, inasmuch as the sockets are on different 
levels, it was assumed that the faces of the stones placed in them rose up 
vertically from the edge of the bottom, until they reached the pavement (what- 
ever level that might be) from which the sloping face started upwards. Hence 
it was concluded that the distances of the socket corners were equal to the 
lengths of the Pyramid sides upon the pavement 

Therefore, when reducing my obervations, after the first winter, I found that 
the casing on the North side (the only site of it then known) lay about 30 inches 
inside the line joining the sockets, I searched again and again for any flaw in 
the calculations. But there were certain check measures, beside the regular 
checked triangulation, which agreed in the same story ; another clue, however, 
explained it, as we shall see. 

The form of the present rough core masonry of the Pyramid is capable of 
being very closely estimated. By looking across a face of the Pyramid, either 
up an edge, across the middle of the face, or even along near the base, the mean 
optical plane which would touch the most prominent points of all the stones, 
may be found with an average variation at different times of only i 'O inch. I 
therefore carefully fixed, by nine observations at each comer of each face, 
where the mean plane of each face would fall on the socket floors ; using 
a straight rod as a guide to the eye in estimating. On reducing these obser- 
vations to give the mean form of the core planes at the pavement level, it 
came out thus : — 
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[0-^.1 





Cue Plane 
SidM. 


Aiimuihs. ' Sockei Side*. 


Aiunntbi. 


N. 
E. 
S. 
W. 


9002-3 

8999-4 
9001-7 
9002-S 


-4-35'l 9129-8 
-S'26" 9130-S 
-5' 23' 9123-9 
- 5' 39" 91 19-2 


-32ff- 

-S-21- 

+ 1-15- 

-r33" 


Mean 
Mean 1 
Difference ] 


9001-5 

ro 


-5'r6" 9125-9 
20" 4-4 


-3'45" 
2- 4.- 



Here, then, was another apparently unaccountable fact, namely, that the 
core masonry was far more accurate in its form than the socket square. It is. 
in fact, four times as accurate in length, and eijjht times as accurate in angle. 
This forced me to the conclusion that the socket lines cannot show the finished 
base of the Pyramid. 

The clue which explains all these difficulties is — that the socket corners 
vary from a true square in proportion to their depth below the pavement, the 
sockets nearer the centre being higher. 

This means that the sockets were cut to receive the foot of the sloping face, 
which was continued right down to their floors, beneath the pavement (See 
PI. xi.) 

Hence the sockets only show the size of the Pyramid, where it was started 
from varying levels, which were all under the pavement ; and its true base upon 
the pavement is therefore 20 or 30 inches inside the lines of the sockets. 

This exactly explains the position of the casing found on the N. side, as it 
was found to be inside the line of the sockets. 

The test, tlien, of this explanation, was to find the casing on the other sides, 
fix iLs position, and see if it was likewise within the lines of the sockets. The 
shafts were accordingly sunk through the rubbish, two or three feet inside the 
socket lines ; and the casing was found on each side, just in the expected align- 
ment- Without this clue, the narrow shafts might easily have missed the casing 
altogether, by being sunk too far out from the Pyramid. 

Now having found the casing foot on each side of the Pyramid, it is settled 
that the faces must have passed through these fixed iK>ints, and when the casing 
was duly projected down at its angle of slope to the socket floors, it was found 
to fall on an average 4 inches inside the edges of the socket comers. This is 
what might be expected, as the socket sides arc neither straight nor square; so 
that this margin would be much less at a minimum than it is at their comen ; 
and it would be natural to allow some free space, in which to adjust the 
stone. 



Sect. 21.] 



LENGTH OF SIDES OF CASING. 



39 



21. Having, then, four lines passing through the middles of the sides, what 
is to define the junctions of those lines at the corners ? Or, in other words, 
what defines their azimuth? Was each side made equidistant (i) from its 
socket's sides ? or, (2) from the core side at each of its ends ? Or was a corner 
made equidistant (3) from the sides of its socket corner ? or, (4) from the sides 
of its core corner ? The core may be put out of the question ; for if the sides 
followed it exactly in any way, they would run outside of the sockets in some 
parts. Which, then, is most likely : that the sockets were placed with an equal 
amount of margin allowed on the two ends of one side, or with an equal margin 
allowed at both sides of one comer ? The latter, certainly, is most likely ; it 
would be too strange to allow, say, 6 inches margin on one side of a socket, and 
only 2 inches on its adjacent side. It seems, then, that we are shut up to the 
idea that the socket comers lie in the diagonals of the Pyramid casing. 

But there is another test of this arrangement, which it ought to satisfy. 
Given four diagonals, as defined by the socket comers ; and given four points 
near the middles of the sides of the Pyramid, as defined by the existing casing : if 
we start from one diagonal, say N.E. ; draw a line through the E. casing to 
S.E. diagonal ; from that through the S. casing, to the S.W. diagonal ; and so 
on, round to the N.E. diagonal again ; there is no necessity that the line should 
on its return fall on the same point as that from which we started : it might as 
easily, apart from special design, fall by chance anywhere else. The chances 
are greatly against its exactly completing its circuit thus, unless it was so 
planned before by the diagonals of the socket corners being identical with those 
of the square of the casing. 

On applying this test to the diagonals of the sockets, we find that the 
circuit unites, on being carried round through these points, to within 'i inch ; 
far closer, in fact, than the diagonals of the sockets and the line of the casing 
can be estimated. 

This IS, then, a conclusive test ; and we only need to compute a square that 
shall pass through the points of the casing found on each side, and having also 
its comers lying on the diagonals of the sockets. 

This square, of the original base of the Great Pyramid casing on the 
platform, is of these dimensions : — 





Length. 


Difference 
from Mean. 


Azimuth. 


Difference 
from Mean. 


N. . . 
E. . 
o* • 
W.. . 


9069.4 
90677 
90695 
90686 


+ -6 

- VI 

+ 7 

- -2 


- 3' 20" 

- 3' 57" 
-3' 41" 

- 3' 54" 


+23" 

+ 2„ 
- II 


Mean . 


90688 


•65 


- 3' 43" 


12" 
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Thus the finished base of the Pyramid had only two-thirds of the 
irregularity of the core masonry, the mean difference of which was I'D inch 
and 20" ; this is what would be expected from a final adjustment of the work, 
after the rougher part was finished. 

But it must always be remembered that this very small mean error of 
■6s inch and 12" is that of the sockets, and not that of the casing stones; these 
latter we can hardly doubt would be adjusted more carefully than the cutting 
of the sockets with their free margin. 

Also it must be remembered that this result includes the errors of survey. 
Now the probable errors of fixing the plumb-lines in the triangulation were 
about -2 on E. side, "2 on S. side, "i on W. side, and the casing i on N. side ; 
the probable errors of the triangulation of the points of reference is in gcncrat 
much less than this ; we may then say ±3 for the absolute places of the plumb- 
lines. The exact amount of this is not of so much consequence, because the 
errors of estimating the original points of construction are larger. They are. on 
the N., ±04 ; on the K,.±-2 ; but another less satisfactory estimate differed I't ; 
on the S.. ±2 ; on the W., ±s, taking the mean of two points that differed ll 
inches. Besides this, the ctimation of the socket diagonals cannot be put 
under ±5 by the bad definition of the edges and want of straighlncss and 
orientation of the sides. If we then allow that the probable errors from all 
sources of our knowledge, of each of the original sides of the Pyramid amount 
to ±6. we shall not over-estimate them. Hence it is saircely to be expected 
that our determinations of the sides should agree closer than '65 inch, as they do 
on an average. 

So we must say that the mean errors of the base of the Great Pyramid were 
somewhat less than -6 inch, and 12" of angle. 

22. In computing the above quantities, I have used my final dctcrminitJon 
of the socket levels below tlie pavement ; these, with the first approximate 
results, and Inglis's figures, stand thus : — 



I 
I 



Atcnrtie in iSSi. 



N.E. 
S.E. 
S.W. 
N.W. 



-28-5 

-230 
-32S 



-287 

-39-9 
-229 
-326 



—28-6 
-*22 
-23t) 

-32-8 



the Ici'cl of the pavement being rero. The apjiroximation was very roughly 
(lone, and it is strange that it iihould agree as well with the accurate determiiu. 
tion as it docs. From Inglis's measures I have subtracted 28'6, in order to 
reckon them from the pavement level ; by the exact agreement of my Iwo I 
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levellings at the S.E. (which was taken second in the series each time, and hence 
is checked by othe thers), I conclude that Ingh's is there in error by a couple of 
inches ; and his other work, in measuring the steps, contains much larger 
errors than this. 

The relations, then, of the core masonry, the base of the casing on the pave- 
ment, the edge of the casing in the sockets, and the socket edges, are shown in 
PI. X., to a scale of A. The position of the station marks is also entered. The 
inclinations of the various sides of sockets and casing are stated ; and it is 
noticeable that the core masonry has a twist in the same direction on each side, 
showing that the orientation of the Pyramid was slightly altered between fixing 
the sockets and the core. The mean skew of the core to the base is i' 33", and 
its mean azimuth - 5' \6" to true North. The diagram also shows graphically how 
much deformed is the square of the socket lines ; and how the highest socket 
(S.W.) is nearest to the centre of the Pyramid ; and the lowest socket (S.E.) is 
furthest out from the centre of the socket diagonals, and also from the mean 
planes of the core. 

23. For ascertaining the height of the Pyramid, we have accurate levels of 
the courses up the N.E. and S.W. comers ; and also hand measurements up all 
four comers. The levels were all read to ihs inch, to avoid cumulative errors ; 
but in stating them in PI. viii., I have not entered more than tenths of an inch, 
having due regard to the irregularities of the surfaces.* The discrepancy of 2 
inch in the chain of levels (carried from the N.E. to S.E., to S.W., on the ground, 
thence to the top, across top, and down to N.E. again), I have put all together 
at the junction of levelling at the 2nd course of the S.W., as I considered that 
the least certain point It may very likely, however, be distributed throughout 
the whole chain, as it only amounts to i'8" on the whole run. 

These levels, though important for the heights of particular courses, have 
scarcely any bearing on the question of the total height of the original peak of 
the casing of the pyramid ; because we have no certain knowledge of the thick- 
ness of the casing on the upper parts. 

The zero of levels that I have adopted, is a considerable flat-dressed surface 
of rock at the N.E. comer, which is evidently intended to be at the level of the 
pavement ; it has the advantage of being always accessible, and almost in- 
destructible. From this the levels around the Pyramid stand thus : — 

N.E. E. S.E. S. S.W. W. W.N.W. N.W. N. 

2nd Course +1077 ••• +io5S ••• +111*2 + 106*6 -|- 107-4 

1st „ -I- 586 -h 576 + 580+ 589 

Levelled ( o E.N.E. ... 

1 w^ Iv I ^ A S ^ • ^ • £*. ... ... ... ... ... ... .•• 

Pavement --6? ... -S'5? ... -l-ii .^ - 1*2 ? ... -f 

Socket - 285 ... - 39*9 ... - 230 - 328 ... 

* Owing to mistaking (in a photograph) the rock bed of the pavement for the pavement 

G 
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The pavement levels, cxcepliiig that on tlie N. side below the entrance, arc not 
of the same accuracy as the other quantities ; tlicy were taken without an Assist- 
ant, merely for the purpose of showing that it really was the pavenacnt on which 
the casing was found to rest on each side. The differences of the ist course 
levels, probably show most truly the real errors of level of the base of the 
Pyramid. 

24. To obtain the original height of the Pyramid, wc must depend on the 
observations of its angle. For tliis there are several data, as follows; the 
method by which the passage and air channels determine it being explained in 
detail further on. when the internal p;irts arc discussed : — 

Wright. 
Casing stones, in s'ltii, N, side, by theodolite . . 5;" 46' 45" ± 2' 7" 7 
(To three points on top and three on base.) 
„ „ „ „ by goniometer and level 51** 49' i" J 

„ by steel square and level 5 1** 44' 1 1 SJ" o 

„ „ 5 overthrown by goniometer . . . Ji** 52' 2' o 

„ „ 18 fragments, all sides, „ ... 51*53' 4' o 

(All above 2 inches in shortest length.) 

N. face, by entrance passage mouth . . . . 51"* 53' 20" 1' 10 

N. face, by air channel mouth Si° 51' 30" 20' 5 

N. face, weighted mean 51® 50' 40" l' 5" 

S. face, by air channel mouth 5'** 57' 30" *o'" 

In assigning the weights to tliesc different data, the reason that no weight ' 
is given to the angles of shifted casing stones is that there is no proof that the 
courses did not dip inwards somewhat \ on the contrary, I continually observed 
that the courses of the core had dips of as much as }° to l°; so that it is not at 
all certain that the courses of the casing were truly level to 5' or lO*. and 
occasional specimens showed angles up to 54°. The angle by means of the 
large steel square was vitiated by the concretion on the faces of the stones being 
thicker below than above, 'l inch of difference making an error of 6'. The 
small goniometer was applied to the clear patches of the stone, selected in nine 
different parts. These three casing stones in situ have not as much weight 
assigned to (hem as they would otherwise have, owing to their irrci^utaritics. 
One of them is 09 in front of the other at the top. though (lush at the base — a 
difference of 4'. The datum from tlie air channel, though far more accurate 
than that by the passage mouth (being on a longer length), is not so certainly 
intentional, and is therefore not w-orth as much. (Sec sections 32 and 33 for 

ilsetf, Prof. Smyth hu entered all the levels in his workii (buih of bit own measuics asd 
ihoie of oihen) from a datum 20 inches below the itue pavement levd. This has led Iod ta 
reckon the (ir*l course as two ; hence all his course numben must hai'c one subtracted, and a> 
his levels about 10 inches subiiacted, to teduce ihctn to a liue sUn fi^ini itic pavemeat a 
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details.) From all these considerations the above weighting was adopted. It 
is clear that the South face should not be included with the North, in taking 
the mean, as we have no guarantee that the Pyramid was equiangular, and 
vertical in its axis. 

25. The staff which was set up by the Transit of Venus party in 1874 
on the top of the Pyramid, was included in my triangulation ; and its place is 
known within ± \ inch. From this staff, the distances to the mean planes of 
the core masonry of the Pyramid sides, were determined by sighting over their 
prominent edges, just as the positions of the mean planes were fixed at the 
lower corners of the faces. Hence we know the relation of the present top of 
the core masonry to the base of the Pyramid. The top is, rather strangely, not 
square, although it is so near to the original apex. This was verified carefully 
by an entire measurement as follows : — 



IN. side 
E. side 
S. side 
W. side 



Mean of four 
readings, 1881. 

2260 ± '5 

2144 '4 

2150 '6 

2i6'4 '5 



Mean of three 
readings, 1882. 



2237 
2138 
2150 
2187 



±•2 

•6 

•5 



Mean of all. 



2245 
214I 
2150 
217*6 



±7 

•3 

•4 
I.O 



Now, at the level of these measurements, 54079 at N.E., or 5409*2 at S.W., 
above the base, the edges of the casing (by the angles of the N. and S. side 
found above) will be 285*3 ± 27 on the North, and 30 r6 on the South side, 
from the vertical axis of the centre. Thus there would remain for the casing 
thickness 6o*8 ± 3 on the N., and 86*6 on the S. ; with 776 for the mean of E. 
and W. Or, if the angle on the S. side were the same as on the N., the casing 
thickness would be 69*2 on the S. This, therefore, seems to make it more likely 
that the South side had about the same angle as the North. 

On the whole, we probably cannot do better than take 51^ 52' ±2' as the 
nearest approximation to the mean angle of the Pyramid, allowing some weight 
to the South side. 

The mean base being 9068*8 ± '5 inches, this yields a height of 5776*0 ± 7*0 
inches. 

26. With regard to the casing, at the top it must — by the above data — 
average about 71 ± 5 inches in thickness from the back to the top edge of each 
stone. Now the remaining casing stones on the N. base are of an unusual 
height, and therefore we may expect that their thickness on the top would be 
rather less, and on the bottom rather more, than the mean of all. Their top 
thickness averages 62 ± 8 (the bottom being 108 ±8), and it thus agrees very 
fairly with 71 ± 5 inches. At the comers, however, the casing was thinner, 
averaging but 33*7 (difference of core plane and casing on pavement) ; and this 
is explained by the faces of the core masonry being very distinctly hollowed. 
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of the face; ^1 



This hollowing is a striking feature; and beside the general curve of the face; 
each side has a sort of groove specially down the middle of the face, showing 
that there must have been a sudden increase of the casing thickness down the 
mid-line. The whole of the hollowing was estimated at 37 on the N. face; and 
adding this to the casing thickness at the corners, we have 707, which just 
agrees with the result from the top (71 ± 5), and the remaining stones (62 ± 8). 
The object of such an extra thickness down the mid-line of each face might be 
to put a specially fine line of casing, carefully adjusted to the required angle on 
each side ; and then afterwards setting all the remainder by reference to that 
line and the base. 

Several measures were taken of the thickness of the joints of the casing 
stones. The eastern joint of the northern casing stones is on the top xiZo, 
■002, ■045 wide ; and on the face 012, 'oss, ■013, and td40 wide. The next joint 
is on the face 01 1 and 014 wide. Hence the mean thickness of the joints there 
is '020 \ and, therefore, the mean variation of the cutting of the stone from a 
straight line and from a true square, is but "01 on length of 75 inches up the 
face, an amount of accuracy equal to most modem opticians' straight-edges of 
such a length. These joints, with an area of some 35 square feel each, were not 
only worked as finely as this, but cemented throughout Though the stones 
were brought as close as sin inch, or. in fact, into contact, and the mean opening 
of the joint was but A inch, yet the builders managed to fill the joint with cement, 
despite the great area of it, and the weight of the stone to be mo\xd — some 16 
tons. To merely place such stones in exact contact at the sides would be 
careful work; but to do so with cement in tlie joint seems almost impossible 

The casing is remarkably well levelled at the base ; the readings on the 
stones of the North side, and the pavement by them being thus 

Cen «oft.E. 





W. End. 


Mlttdle. 


E. End. 


Ptvmunl by 
Cuinj. 


Front... 
Back ... 

t ... 


+ S8S3 
+ 5884 

[-•561 


+ 58 84 
[-■SO] 


+58-90 
+ 58-85 

[-■OS] 


-■01 

-03 

+ OJ 

■00 



Casing 

Core ... ... ' +-M •¥%^^7 

Pavement r _„ , , , . ., 

The pavement levels in brackets are on decidedly worn parts, and hence bdow 
the normal level, as shown in the fourth column. The averse variation of 
the casing from a Ic\el plane of + 58-85 is but 02 ; and the difTcrcnce to the core 
level, at the farthest part accessible in that excavation, docs not exceed this. 
The difTercncc of pavement level out to the rock at the N.E. comer Is but 
•i7 on a distance of 4,200 inches, or 8" of angle. 

J?. The works around the P>Tamid, that are connected with it. are :— (l) The 
limestone pavement surrounding it ; (z) the basalt pavement on the E. side ; 
and (3J the rock Uenches and cuttings on the E. side, and at the N.E. comet. 
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The limestone pavement was found on the N. side first by Howard Vyse, 

having a maximum remaining width of 402 inches ; but the edge of this part is 

broken and irregular, and there is mortar on the rock beyond it, showing that 

it has extended further. On examination I found the edge of the rock-cut bed 

in which it was laid, and was able to trace it in many parts. At no part has 

the paving been found complete up to the edge of its bed or socket, and it 

is not certain, therefore, how closely it fitted into it ; perhaps there was a 

margin, as around the casing stones in the comer sockets. The distances of 

the edge of this rock-cut bed, from the edge of the finished casing on the 

pavement (square of 9068-8) were fixed by triangulation as follows : — 

N.N.W. 6i6'9 near the comer ; comer itself not found, nor any W.N.W. 
side. 

61 5*9 at 570 E. of probable N.W. comer of pavement 
6187 at 670 „ „ „ „ 

61 6-2 at 890 

N. side < - ^ A > very rough and irregular, opposite entrance. 

N.N.E. 529X> at N.E. comer, N. side of it. 

E.N.E. 538-8,, „ „ E. side of it 
533 9 at 586 from N.E. corner. 

No cutting found at S.E. corner. 
536*5 at 846 from S.W. corner. 
5330 at 520 
5346 at 206 „ 
S.S.W. 5296 at S.W. corner, S. side of it 






W.S.W. 5360 „ „ W. side of it 

627*9 at 751 from S.W. corner. 

From these measures it appears that there is no regularity in the width of the 

cutting ; the distance from the casing varying 99 inches, and altering rapidly 

even on a single side. The fine paving may possibly have been regular, with a 

filling of rougher stone beyond it in parts ; but if so, it cannot have exceeded 

529 in width. 

The levels of the various works around the Pyramid are as follow, taken 

from the pavement as zero : — 

Flat rock-bed of pavement W. of N.W. socket ... — 237 

„ „ „ beside N.W. „ — 2r6 

„ „ „ N. of N.W. „ — 17*0 

„ N.E. of N.W. „ — IS'9 

„ „ „ before entrance ... ... — 27*1 

„ „ „ inner end of E.N.E. trench — 269 

Basalt pavement, E. side of it ... ... ... ... + 2*0 

W. side, in excavation + 2*0 
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The Pyramid pavement must then have varied from 17 to 27 inches in thickness ; 
it was measured as 21 inches where found by Vyse. 

28, The basalt pavement is a magnificent work, which covered more 
than a third of an acre. The blocks of basalt arc all sawn and Attcd 
together ; they are laid upon a bed of limestone, which is of such a fine 
quality that the Arabs lately destroyed a large part of the work to extract 
the lime^itone for burning. I was assured that the limestone invariably 
occurs under every block, even though in only a thin layer. Only about a 
quarter of this pavement remains in silu, and none of it around the edges ; 
the position of it can therefore only be settled by the edge of the rock-cut 
bed of it. This bed was traced by excavating around its N., E., and S. sides ; 
but on the inner side, next to the Pyramid, no e<lge could be found ; and 
considering how near it approadied to the normal edge of the limestone 
pavement, and that it is within two inches of the same level as that, it seems 
most probable that it joined it, and hence tlie lack of any termination of its bed- 
Referring, then, to the E. side of the Pyramid, and a central line at right 
angles to that (see PI. ii.), the dimensions of the rock bed of the basalt 
paving are thus : — 

North to South. 
I- -J 1- fti -J f I046-0 to N.E. loGl Q to N,W« 

From m.d-lme of Pyramid . . . j .^^^ ^^ g.E. .062 8 to S.W. 

Total length . . . 21237 E. side. 21247 W. side. 
S. corner of opening on E. side . . 33 CO to mid. 7567 to S.E. 

N. „ „ „ . . 693-3 » 3527 10 N.E. 

East to West. 
Width traced 10066 + x. 

E. side, from Pyramid base {ilH^o Se^d.' 

S. comer of Opening on E.sidetobasc .... 2\6cyQ 

N. „ „ „ „ zieco 

Next, referring this pavement to the trench lines: — 
North to South. 

N. trench, inner end from basalt 318-t 

S. trench, inner end from basalt 3V9 

East to West. 

(N.E. comer to N. trench axis )o73'a 

(N. trench axis there, to Pyramid ic^-8 

CS.E. comer to S. trench axis I032'6 

(S. trench axis /A^/y, to P>Taniid llZS'd 

rS.E. comer to N. trench axis, continued lo^fo 

^N. trench axis tktrt, to Pyramid ... I073'0 
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Hence the plan of the basalt pavement seems to be two adjacent squares of 
about 1,060 inches in the side ; the N. trench axis being the boundary of 
them, and there being a similar distance between that and the Pyramid. 
The outer side of the paving was laid off tolerably parallel to the Pyramid 
base ; but the angles are bad, running 1 5 inches skew.* 

29. Next, referring to the rock-hewn trenches alone, the dimensions of 
the three deep ones are as follow : — 

North to South. 

N. trench, outer end, to central line 
„ „ axial length . 



»> 



»f 



i» 






n 



» 



» 



»i 



>i 



>» 



M 



n 



inner end, to central line 

S. trench, „ „ „ 

axial length 
outer end, to central line 

E.N.E. trench, outer end of axis N. of central line 

„ „ axis cuts N. trench axis N. of central line 

East to West. 

N. trench axis, outer end to base 
M »» •» inner „ „ . . . 

S. trench axis, inner end to base 

outer „ „ . . . 

E. of N. trench axis, at centre 

E.N.E. trench, outer end of axis to base 

axial length from N. trench axis 

from actual bed of basalt 
from straight edge 

The slighter trenches are three in number : — 

North to South. 

N.N.E. trench axis cuts N. trench axis N. of central line 
Trench by N.E. socket, end of axis from N. side of casing 
„ „ on the axis, from N. side of casing 

Trench by trial passages, ends of axis N. of central line 

East to West. 

N.N.E. trench, axis cuts pavement, from N.E. corner . 
Trench by N.E. socket, end of axis from E. side of casing 
„ „ on the axis, from E. side of casing 

Trench by trial passages, ends of axis E. of Pyramid base 



n 



f> 



>} 



3SIO-2 
21302 
13800 

13907 
20937 

34304 

848*3 

10855 
1 0806 

1125-4 

1122*9 

497 
42132 
32311 

2l\2'6 
21247 



MS6 

• \ 127 



1 1 6*0 

6433 

1630*8 

15^3*3 
44 



647*2 
203 2 

434*1 
3161*6 



•{3167-6 

* The broken blocks of basalt, which border a track down the hill side £. of the 
Pyramid, are almost certainly from this pavement ; they are of exactly the same stone, and 
have many worked faces remaining like those of the pavement. Their placing is quite 
rude, and looks as if done by some barbarian destroyers. 
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The subterranean passages are in one group : — 
North to South. 

Trial passages axis, N. of central line, at tlie station marks 

East to West. 
Trial passages axis, E. of central line, at the station marks 



I I320-S 



( 344^ 7 
'134413 

Hence it seems that the axial length of the E.N.E, trench outside the basalt 
paving is intended to be the same as the axial length of the North and 
South trenches. 

The angles of the axes of these trenches are as follow ;— 



To E. F.« of Pjr.mid. 


TolmeNonlk 


+ T 53- 

+ 4 9: 

4- 76' 2 26' 
4- 24- 2S' 34" 
+ 13" 9' 38' 


4- 3' 56 
+ 12 
+ 7S' SS' 23' 
4- 24- 21' 37- 
+ 13' S 41" 
- I" IS- 
+ I4' 43' 


+ 18' 40" 



N. trench 

S. trench 

E.N.E. trench 

N.N.E. trench 

Trench by N.E. socket 

Trench by trial passages 

Trial passages 

Thus the angles between the trenches are: S. trench to E,N.E. trench, I 
104" r 43" (or 2 X 52* o' 52") ; and E.N.E. to N.N.E. trench, 51" 36' 5J.' 
With regard to the details of these rock cuttings, the forms of the endi 
of the N. and S. trenches were plotted from accurate offsets (see PI. iii.) ; and 
there is little of exact detail in the cutting to be stated. The axes at the 
ends were estimated by means of the plans here given, but on double thi<i 
scale ; and the rock is so roughly cut in most parts that nothing nearer than 
an inch need be considered. The position of the inner end of the N. trench 
is not very exactly fixed, an omission in measurement affecting it, mainly 
from N. to S. In this trench I excavated to i to below the present surface 
of the sand, or about 220 below the rock surface, without finding any bottom. 
The S. trench is more regular than the N. trench ; at the outer end its width 
is 205 to 306. and at the inner end 134*2: it has a curious ledge around the 
inner end at 23 below the top surface. At the outer end the rock is cut, J 
clearly to receive stones, and some plaster remains there ; also some stones .1 
remain fitted in the rock on the W. side of this trench. Built stones aljo 
occur in the N., K.N.E., and N.N.E. trenches. From the inner end of the 
S. trench, a narrow groove is cut in the rock, leading into the rock-cut bed 
of the basalt pavement ; this groove was filled for a short way near the end 
of the trench by stone mortared in. tt was evidently in process of being 
cut, as the hollows in the sides of it were the regular course of rock-cutting. 
The rock beside the trencheii is dressed flat, panic 
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N. trench, and the W. of the S. trench, where the built stones occur. There 
is a short sort of trench, on the E. side of the S. trench (not in plan) ; it is 
about 25 wide, 70 long, and 50 deep, with a rounded bottom ; the length 
E. and W. 

The E.N.E. trench is very different to the others ; it has a broad ledge 
at the outer end, and this ledge runs along the sides of the trench, dipping 
downwards until it reaches the bottom towards the inner end : the bottom 
sloping upwards to the surface at the inner end. There are stones let into 
this ledge, and .mortared in place, and marks of many other stones with 
mortared beds, all intended apparently to make good the ledge as a smooth 
bed for some construction to lie upon. The bottom of this trench I traced 
all over, by excavations across and along it ; looking from the outer end, there 
first came two ledges — the lower one merely a remainder of uncut rock, with 
grooves left for quarrying it — then the bottom was found about 200 inches below 
ground level ; from this it sloped down at about 20^ for about 200 inches ; then 
ran flat for 300 or 400 ; and then sloped up for 300 or 400 ; then rose vertically, 
for some way; and then, from about 120 below ground level, it went up a 
uniform slope to near the surface, where it was lost at the inner end under 
high heaps of chips. At the outer end the width near the top is 152*8, and 
at 25 down 148*2 ; the lower space betA\'een the sides of the ledge widens 
rapidly to the middle, from the end where it is 43*0 wide above and 35 o 
below. Towards the inner end the rock is very well cut ; it has a row of 
very rough holes, about 6 diam., in the dressed rock along the N. edge of 
the trench, near the inner end. This dressed side of the trench ends sharply, 
turning to N. at i6o3'6 from outer end of the trench axis ; the width here 
is 170'!, or 172-3 at a small step back in S. side, a little E. of this point. The 
trench had not been clear for a long time, as many rudely-buried common 
mummies were cut through in clearing it; they were lying only just beneath 
the sand and rubbish in the bottom. 

The N.N.E. trench was traced by excavations along the whole length of 
2,840 inches, up to where it is covered by the enclosure wall of the kiosk. It 
is fairly straight, varying from the mean axis 2*i, on an average of five points 
fixed along it. The depth varies from 14 to 20 inches below the general 
surface. It is 38, 40, 39*2, and 36 in width, from the outer end up to a 
point 740 along it from the basalt pavement ; here it contracts roughly and 
irregularly, and reaches a narrow part 18*2 wide at 644 from the pavement. 
The sides are built about here, and deeply covered with broken stones. Hence 
it runs on, till, close to the edge of the basalt pavement, it branches in two, and 
narrows yet more; one line runs W., and another turning nearly due S., 
emerges on the pavement edge at 6298 to 633*4 from the N.E. corner of 
the pavement, being there only 3*6 wide. From this remarkable forking, it 

II 
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is evident that the trench cannot have been made with any ideas of sighting 
along it, or of its marking out a direction or azimuth ; and, starting as it 
does, from the basalt pavement (or from any building which stood ihercj, 
and running with a steady fall to the nearest point of the clifiT edge, it seems 
exactly as if intended for a drain; the more so as there is plainly a good 
deal of water-wearing at a point where it falls sharply, at its enlargement. The 
forking of the inner end is not cut in the rock, but in a large block of 
limestone. 

The trench by the N.E. socket is just like the N.N.E. trench in its 
cutting and size; and it also narrows at the inner end, though only for about 
20 inches length. It has a steady fall like the N.N.E. trench; falling from 
the S. end 55 at 50, 8-5 at 100, 143 at 190, 2i-o at 300, and 270 at 400 inches. 
The inner end is turned parallel to the Pyramid, the sides curving slightly 
to fit it 

The rock cuttings by it are evidently the half-finished remains of a general 
dressing down of the rock ; the hollows arc from 3 to 6 inches deep, and so vc»y 
irregular that they do not need any description beside the plan (PI. ii.). 

The trench beside the trial passages is slight, being but 6 deep at N. and 
17 at S. ; it is 290 wide at N., 265 in middle, and 279 at S. Its length is 289, 
with square ends. The sides are vertical at the N., narrowing 35 to bottom 
at S. ; ends shortening 30 to bottom. The bottom dips slightly to the S., the 
levels from the N. running o, — 17, — 2-2, — 32, and — 58. 

3a The trial passages (see PI. iii.) are a wholly different class of works to 
the preceding, being a model of the Great Pyramid passages, shortened in 
length, but of full size in width and height. Their mean dimensions — and mean 
dificrcnces from those dimensions — as against the similar parts of the Great 
Pyramid, arc : — 



26*33' mean difference '24' 

41-46 ., -09 

47-37 .. " -13 

2j'6o „ ,. -08 

81 -2 ,. .. -6 

2863 ., „ 54 



Pyramid passage angle 26^27' mean diflt '4' 

„ „ widths 41-53 „ - -07 

„ „ heights 47'24 , « 105 

„ ramp heights 2386 „ . '33 

„ gallery widtlis 82-42 „ „ -44 

„ well widths 28-2 „ » -3 



i 



The details of the measurements of each part are all entered on the sectfara 
(PI. iii.). The vertical shaft here is only analogous in size, and not in position, to 
the well in the Pyramid galiery ; and it is the only feature which is not an exact 
copy of the Great Pyramid passages, as far as xvt knmv tlum. The resemblance 
in all other respects is striking, even around the beginning of the Queen's 
Chamber passage, and at the contraction to hold the plug-blocks in the 
ascending passage of the P>Tamid (sec section 38). The upper part of the \-CTtkal 
shaft is fillnl with hardened stone chips ; but on clearing the ground 0%-cr it, I j 
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found the square mouth on the surface. The whole of these passages are very 
smoothly and truly cut, the mean differences in the dimensions being but little 
more than in the finely finished Pyramid masonry. The part similar to the 
gallery is the worst executed part ; and in no place are the corners worked quite 
sharp, generally being left with radius about -15. The N. end is cut in steps for 
fitting masonry on to it ; and I was told that it was as recently as 1877 that the 
built part of it was broken away by Arabs, and it appeared to have been 
recently disturbed ; in Vyse's section, however, the roof is of the present length, 
so the removal must have been from the floor. By theodolite observations the 
plane of the passage is straight and vertical within 5' or less. 

31. Having thus finished the statement of the outside of the Pyramid and 
the works surrounding it, the next subject is the connection of the outside and 
inside of the building. 

To determine the exact place of the passages and chambers in relation to 
the whole Pyramid, a station of the triangulation was fixed in a hollow just on 
the end of the entrance passage floor ; and this was thoroughly connected with 
three main stations. Levelling was also carried up from the casing and pave- 
ment below, to this station, and to the courses near it. Thus the inside, as far as 
Mamun's Hole, is completely connected with the outside ; and in the ascending 
passages beyond that, there is only 2' of azimuth in doubt 

32. The original length of the entrance passage has not hitherto been 
known, except by a rough allowance for the lost casing. But after seeing the 
entrances of the Third Pyramid, the South Pyramid of Dahshur, and the 
Pyramid of Medum, all of which retain their casing, there seemed scarcely a 
question but that the rule was for the doorway of a Pyramid to occupy the 
height of exactly one or two courses on the outside. That the casing courses 
were on the same levels as the present core courses, is not to be doubted, as they 
are so in the other Pyramids which retain their casing, and at the foot of the 
Great Pyramid.* The next step is to see if there is a course equal to the 
vertical height of the doorway ; and, if so, where such a course occurs. Now 
the vertical height of the doorway on the sloping face of the Pyramid (or 
difference of level of its top and base) would be 379:) if the passage mouth was 
the same height as the present end, or 3778 if the passage was exactly the same 
as the very carefully wrought courses of the King's Chamber, with which it is 

• The awkward restoration of the casing that Prof. Smyth adopted (Life and Work, iii., PI. 3) was 
forced 00 htm by his mistaken assumption of the pavement level 20 inches under the truth (L. and W. ii. 137) ; 
hence by Vyse*s casing stone measures he made the casing break joint with the core, in defiance of Vyse*s 
explicit drawing of its position ; and was obliged to reduce the pavement to 5 or 10 inches, in place of the 
21 inches recorded by Vyse. The drawing of " backing stones," at the foot of PI. i., vol. iii., L. and W., 
is equally at fault ; the casing stones which remain in the middle of the side, ending directly against the 
core masonry ; and the core at the comers only leaving 34 inches for the casing thickness. No backing; 
stones exist behind the casing of the Third Pyramid or the cased Dahshur Pyramid. 
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cltmrly intended to be identical. On looking to the diagram of courses (PI. viii.)i 
it is seen that at the 19th course is a sudden increase of thickne:ss, none being so I 
lat^e for 1 1 courses before it and 14 after it. And this specially enlarged course 
is of exactly the required height of the doorway, its measures running thus: — 
Dy levelling at entrance 3767, by measuring) mean. I „-o«; or ) doorwav 
course ir»: by N.E. 361. S.E. ir^S 3794 ^,?| }SS^,*^ J 

N.W. 375. S.W. 391. i ±->7 ' ^" J "^^ *■ j 

Here the agreement is so exact that it is far within the small uncertainties of*! 
the two dimensions. Hence, if the passage emerged at the 19th course it would 
e,\actly occupy its height (see PI. xi-)-* Besides this, it will be observed that there 
arc two unusually small courses next over this, being the smallest tlial occur till 
reaching the 77th courac. The explanation of these is clear, if the doorway came 
out in the i(>th course ; an unusually thick lintel course was needed, so two 
thinner courses were put in, that they might be united for obtaining extra thick- 
ness, as is done over the King's Chamber doorway. These two courses arc aUo 
occasionally united in the core masonry. 

The crucial test then is, supposing the passage prolonged outwards till it 
intersects this course, how will its end, and the face of the casing, stand to the 
casing stonct at the foot of the Pyramid ? The answer has been already given 
in the list of determinations of the casing angle. It rirquircs an angle of slope 
of ;i° 53' 20" ± 1' ; and this is so close to the angle shown by other remains J 
that it conclusively clenches the result to which wc arc led by the exact equality I 
of the abnormal course height with the doorway height. 1 

The data for calculating the result are : (1) levels of the 19th course by 
eiitnincc 66830 and 70597 ; (2) floor of passage at station mark, level 61 V3 ; 
(3) which is in»de the edge of the base of the casing horizontally. 6384; 
U) entrance passage angle at mouth 2&' 2<3i±i'; ($) entrance passage 
height 47'26. 

33. By a similar method the air channels give a determination of ibc 
angle of the faces. It is true that the channels did not occupy a whole counc 
like the entrance ; but as they are uniformly cut out as an in\xrtcd trough in 
the under side of a block which is laid on a broad bed, it is almost certain that 
they similarly continued to the ouLtide, through the one — or perhaps two — 
stones now stripped off; and also that their floors thus started at a course level 
(see PI. xi.j.t [f this, then, were the case (as the N. channel cannot by its pasi> 
* Ii ihauld be explained thai tbi» is called the loth cours« by Trof. Smjlh, owiag to his 
error abaui ihc i»i count; and pavemeni level. Hit measure of it i« j8 indict, and the two 
French meaiuru giire it M 37 nnd 38 inches. 

t In ihe wclion of ihe S. air channel mouth publithed by Prof Smyth. ccnalBljr " the 
joinii art nni piii in ^m any meaiure," nor is any other fcaiure o( it. The passage, ha bcd> 
and lop, ait all about half of tliec Irue tin, and the form of it it unlike anything thai haa 
been ibctt, *t least »incc V}*m'> lime. 
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tion have come out in any but the 103rd course on the face, and the S. channel 
in any but the 104th), they would show that the casing rose on the N. face at 
51° 51' 30", and on the S. face at 51® 57' 30", as before stated. The various data 
are entered on the diagram of the channel mouths. The levels were fixed by 
measuring several courses above and below the present mouths, and thus 
connecting them to the course levelling at the corners of the Pyramid. With 
regard to the main part of these air channels, the details are given further on 
in the measures of the King's Chamber (section 56) ; and it is disappointing that 
they var>' so much in azimuth and altitude, that they are useless for connecting 
the measures of the inside and outside of the Pyramid. 

34. The sloping blocks over the entrance to the Pyramid, and the space 
below them, were examined (partly by means of a ladder), and measured ; but 
the details are not worth producing here, as the work of them is so rough. The 
large blocks are as follows, in general size : — 

E. upper. W. upper. E. lower. W. lower. 

Length on top . . [185] [194] 151+^ 1677 

Length below . . 117^ 121 84 + ^ 107*6 

Breadth . . Scotogil 883 826 8r6 
Height of mid-line . . . [114] 91 

Lean of face . . 20' to 2° in 2° 20' in 20' to 30' out 25' to 30' in 

Angle on top . 35° 40' to 39° 50' mean 40° 38° 45' to 50' 39® 30' 

„ on base . . 38^ 45' to 50' 39° 30' 39° 20' to 50' 39® 30' to 55' 

„ on butment 49® 50' to 50° 10' 50'' 40' hidden 50^ 30' 

The measures in brackets are deduced from the angles and other measures. 
These blocks are much like a slice of the side of a casing stone in their angle ; 
but their breadth and length are about half as large again as any of the casing 
stones. Their mean angle from 12 measures is 50° 28' ± 5'. The thickness of 
these blocks is only 33 inches, and there are no others exactly behind them, as I 
could see the horizontal joints of the stones running on behind them for some 
inches. On the faces of these blocks are many traces of the mortaring which 
joined to the sloping blocks next in front of them. These were placed some 
70 inches lower at the top, and were not so deep vertically. By the fragment 
left on the E. side, the faces of these blocks were vertical. In front of these 
came the third pair, similar, but leaning some 7i° or 8^ inwards on the face, 
judging by a remaining fragment. Probably a fourth and fifth pair were also 
placed here (see PI. ix.) ; and the abutment of the fifth pair shows an angle of 
7oi® or 73® in place of 50°. The successive lowering of the tops, leaning the 
faces in, and flattening the angle of slope of the stones as they approach the 
outside, being apparently to prevent their coming too close to the casing. 
These sloping blocks were probably not all stripped away, as at present, until 
recently, as there is a graffito, dated 1476 (half destroyed by the mock-antique 
Prussian inscription) on the face of the remaining block where it is now 
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inaccessible, but just above where the next pair of blocks were placed. The 
sloping blocks are of remarkably soft fine-grained limestone, about the best 
that I have seen, much like that of the roofing of the chamber in Pepi's 
Pyramid ; and it is peculiar for weathering very quickly to the brown tint, proper 
to the fine Mokattam i'mestone, darkening completely in about twenty years, to 
judge by the modern-dated graffiti. 
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CHAPTER VII. 



THE INSIDE OF THE GREAT PYRAMID. 

35. Having, then, fixed the original position of the doorway of the 
Pyramid, we may state that it was at 668*2 ± 'i above the pavement of the 
Pyramid; 524-1 ±'3 horizontally inside (or S. oQ the N. edge of the Pyramid 
casing ; and its middle 287*0 ± '8 E. of the centre* of the Pyramid ; or 37236 
from E. side, and 4297*6 from W. side, at its level ; the probable error being 
that of fixing the length of the sides. Thus we have the following positions in 
the entrance passage, reducing all to the true beginning of the floor : — 



Doorway, original . . 
End of " basement sheet" 
Station mark .... 

I 



jw to 



o c 

Ph o 



5 



Scored line 



4 
5 



8 



W. Floor. 

o±-3 

124*2 
127*90 
17875 
226*46 

285*29 

34056 

406*04 

465*46 



53167 
584-15 



W.WaU 
Base. 

o±*3 



276*63 
33179 



414*21 

474*02 
481*59 
516*26 

55166 



Wr. Wall 
Top. 



34810 



\V. Roof. 



E. Roof. 



E. Wall 
Top. 



606-87 

• Whenever any point is described as E. of the centre of the Pyramid, it is uniformly 
meant that it is that amount E. of a vertical plane, parallel to the mean of the Pyramid's E. and 
W. sides, and which passes through the centre of the Pyramid. Similarly of similar descriptions 
N., S., and W. 
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8 

9 
lO 

II 
10 

12 
II 

13 

12 

14 

13 

15 

14 
i6 

15 
i6 

i8 

17 

19 
i8 

Floor Ascending Passage 

20 

19 

21 

20 



W. Floor. 



70028 
73628 

77639 
827-16 

87858 

91509 

963*61 



W. Wall 
Base. 

651-91 
68698 



76370 
806-14 
865-32 
89179 
92669 
96714 I 

99627 i 

1056-78 
110613 



W. Wall 
Top. 



100369 
102859 

1063-82 

1 1 10-64 
1 1 277 1 

1 1 3606 
1 174-22 j I 

1 17714 1177-7 



12321 



I318-5 

Rock. 



W. Roof. 



E. Roof. 



E. Wall 
Top. 



II88-I 



I 



1 192*4 



12437 



I 



1 340. 1 

Rock. 



1296*1 



'3507 
Rock. 



1 163.6 



1 207* I 



1 2623 



• "3475 
Rock. 



The above measures were taken by rods from 124*2 to 285*29 (the rods 
jointing together with butt ends), by steel tape from 276*63 to 1177-14, and by 
rods from 11 63 6 to the rock ; all duly corrected for temperature. On com- 
paring them with Professor Smyth's measures, it will be found that his measures 
make the passage length about an inch shorter on an average; this is fairly 
accounted for (1) by his being all piece-meal measures added together, (2) by 
the rude method of making scratches with a screw-driver to mark the lengths of 
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rod on the stone (L. and W. ii., 46), and (3) by there being ** always a certain 
amount of risk as to the measuring rod slipping on the inclined floor" (L» and 
W. ii., 35). All these errors would make the reading of the length shorter than 
it should be ; and all were avoided by the use of a steel tape lying on the side 
of the floor. Nevertheless, I tested again, by rod measure, some of the points 
where the difference of Professor Smyth's measures were greatest from the steel 
tape, and they come out thus : — 



Between Joints. 


By Steel Tape. 


Again by Rods. 


By Prof. Smyth. 


5 to 6 on Floor . . . 
7 on Wall to 8 on Floor 


59-42 
2272 


5945 
2272 


592 
222 


14 „ IS 

14 w 16 

15 », 16 


II 60 
3692 

3*53 


11-58 

3693 
347 


109 

37*6 

2*9 



These will practically show what errors may creep in, by not using a con- 
tinuous measure like a steel tape. The object of measuring the joints, as well 
as the total length, by steel tape, is sufficiently illustrated by this comparison. 

One source of error may arise from following the coarsely-scratched 
prolongations of the anciently drawn lines, and of the ascending passage floor 
and roof. These have been made by modern measurers ; and they were always 
rejected, and a more accurate method employed. 

The measures from the steel tape onwards, by rods, down to the end of the 
built passage, where it rests on the rock, are not of the same accuracy as the 
others ; the broken parts of the passage sides, and the awkwardness of 
measuring over the large block of granite, without any flat surface even to hold 
the rods against, prevented my taking more care over a point where accuracy 
is probably not of importance. 

For the total length of the entrance passage, down to the subterranean 

rock- cut part, only a rough measurement by the 140-inch poles was made, 

owing to the encumbered condition of it. The poles were laid on the rubbish 

over the floor, and where any great difference of position was required, the ends 

were plumbed one over the other, and the result is probably only true within 

two or three inches. The points noted down the course of the passage, 

reckoning from the original entrance (^^., the beginning of the rock on the E. 

side of the roof being 13507), are the following : — 

E. W. 

Beginning of inserted stones, filling a fissure . . . i,5^ i»55S 

Joint in these stones i»595 None. 

End of these inserted stones 1,629 i,S95 

Sides of passage much scaled, i or 2 inches off*, beyond here 2,750 

3,086 1 3,066 

6 1 3,096 

Mouth of passage to gallery 1 to t*8^6 

End of sloping roof (4,137 Vysc, corrected for casing) . 4,143 

I 



Fissure in rock 



f 3.o8( 
1 to 3,11- 



36. The azimuth and straightness of the passage were carefully measured. 
The azimuth down the built part was taken by reference to the triangutation, 
which in its turn was tixed by six observations of Tolaris at elongation, from a 
favourable station (G). The azimuth to the bottom of the rock-cut passage was 
observed independently, by five observations of Polaris at elongation. The 
observations of the straightness throughout gives a check by combining these 
two methods, and they arc thus found to agree within ig", or just the sum of 
their probable errors, equal to only 'og inch lineally on the azimuth of the built 
part The results are : — J 

Atimath. Allilade- I 

Mean axis of whole length . — 3'44"±10" 26° n' 2^" ± 5"? 1 

Mean axis of built part alone . — 5' 49" ± 7" 

Same, by offsets from 3' 44" axis —5' 28" ± 12" 26° 26' 42" ± 20" ? 

{Same by Prof. Smyth, two days , —4' 27" and — 5' 34" 26° 26' 43" ± 60" ) 

The observations of the straightness of the walls, floor, and roof of the . 
passage, when all reduced to offsets from its mean axis of the whole length | 
stand thus : — 



DillBDCe from 


From -J- 44" 


uim. 


Fromi6-31'»S' 


'■lu 




W. 


Ma 


E. 


Root. 


Mk. 


Flooc 


460 


21-1 


■3W. 


20s 


232 


-•4 


-241 


710 


20-9 


■2W. 


20-6 


23-4 


-•2 


-239 


990 


207 





20-8 


24-1 


+ ■4 


-23-3 


I.tIO 












-234 


1,2<)1 


ii'i? 


■1 E. 


213 








■.50s 


20s 


■2E. 


2It) 


2i|'8 






',7A< 


204 


•4E. 


211 


23-6 


— 1 


-239 


Sv069 


20-8 


■2 E. 


21-1 


234 


-4 


-242 


M81 


21« 


■3W. 


20.9 


234 






2.971 


2I-0 





21'0 








3.711 


213 


•4W. 


205 


243 





-243 


4.113' 


21-3 


■4W. 


205 


23'6 


-«? 


-24-9! 


4.140 






20-8 


239 







Mean error -23 -30 

(Floor at I,il0 interpolated from clinometer curve.) 
But the passage in the built part, and indeed for some 40 feet below that. » far ' 
straightcr in azimuth than the lower part ; taking this upper iths of it alone, it 
has a mean axis of —5' 49" ± 7" in azimuth, and varies thu: 
Mid. 



At 460 


20'86 


710 


20-78 


990 


2070 


1.291 


2123 


1.S05 


207s 


1.741 


2076 


tn Error 





■oew. 
o 

-05 E. 



2077 
20-77 

20-80 

21-22 
20-7S 
2074 



Sect, 37.1 



SUBTERRANEAN CHAMBER, ETC. 



59 



These offsets only being read to ^ inch (the f^o^^^ merely resulting from com- 
putation) it is remarkable that the errors of the mid-line of the passage are so 
minute ; and it shows that in this particular we have not yet gone within the 
builder's accuracy ; readings to ^-J^-th inch or to i" on the longer distances, are 
now required. 

The absolute position, then, of the middle of the S. end of the entrance 
passage floor will be, in level, 668*2 — (4140 x sin. 26° 31' 23") -'8 difference of 
floor offsets, = - 1181 ± i ? ; in distance from N. base of pyramid 524*1 + 
3704-3 =r 4228 ± 2 ? or 306 N. from mid-plane ; and in distance E. from the 
mid-plane 2870 — [sin. (3' 55"- 3' 44") x 3704] -'4 difference of offsets =286*4 

± I'D. 

37. The Subterranean chambers and passages are all cut roughly in the 
rock. The entrance passage has a flat end, square with its axis (within at least 
1°), and out of this end a smaller horizontal passage proceeds, leaving a margin 
of the flat end along the top and two sides. This margin is 4*5 wide at E., 3*2 
at W., and 5*4 to 60 from E. to W. along the top. The dimensions and 
distances are as follow, from the S. end of the floor of the entrance passage (as 
deduced from the roof, which is better preserved) ; and the axial positions and 
levels are by theodolite observations : — 



End of E. P. 
Floor. 



B«riniung of Horizontal') 
x^usage S 

Ftflsnre ... ... ... 

In Passage 

N. Door of Side Chamber . 
^ i» •» f» 

N. Door of Large Chamber 

S- »• n »» 

In S. Passage 



Distance fromP"4S?5 
^^^ fromMid. 

Plane of 

Pyramid. 

306 N. 



•t 



»> 



>» 



>* 



End ... 



O 

20 

76 W. 91 E. 

121 

218 

291 

346* 

672 

760 

900 
1040 
1180 

1318 



88 N. 

15 N. 

40 s. 
366 s. 



Width E. 
loW. 



Top. Base. 



IOI2 S. 



408 
329 

32*3 32*4 
31*6 327 

3 1 '9 33'o 
320 333 
29-5 295 
29-6 27*3 
267 26*7 
28*1 29*0 
30*1 30*0 
26*0 



Mid. 
from 

En. 

trance 

Axis, 

con* 

tinned. 

•4 W. 
low. 



•5 W 

I-9W. 



Mid. 
E.from 
Mid 
Line of 
Pyra- 
mid. 



Height. 



E. W. 



286*4 48*S 
2858 



Level above 

End of E. P. 

floor. 



Top+ 383 



286-3 35*S 36-0 
284*9 3>+^+ 



97 w. 



277-1 



26*3 26*0 
28*6 27*0 
29*s 29-3 



Large chamber, E. waU 335-9 ; at 100 from W. wall 329*6 ? ; N. wall 5535 ; S. waU 5541 
Sidecfaamber W. wall 69* to 70I ; N. wall 70*3; S.waU7a-3 



Top+ 389 
Top - 6-6 



Level below 

Pyramid 

PavemenL 



-1 181 floor 
- 1143 roof 



- 1142 roof 
-1 188 roof 



••* 



-1184 roof 
- 1056 roof 
-1137 roof 



Top- 2*6 
Top+i25-3t 
Top -f 40 
to 4- 48 

The large chamber walls are therefore distant from the Pyramid central 

axis, 302-9 E. at N. wall ; 299*6 E. at S. wall ; 250*6 W. at N. wall ; 254*5 W. at 

S. wall ; 40 S. and 366 S. The central axis thus not passing through the 

chamber, but 40 inches inside the rock of the N. side. 

• E. side of door-sill is at 35 1, and W. side 347, the wall not being fully dressed down there, 
t This doorway rounds off at the top, rising ij inches in the 10 inches. 
t The top is + 124-3 at N. doorway, 125-4 to 127-6 at S. doorway ; the roof being cut away 
higher, just in the comer. 
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The side chamber is an cnUfgcmcDt of the passage, westward and upward, 
as arc all the chambers of the Pyramid ; it is very roi^h and unc\-cn, and 
encumbered now with lai^c blocks of stone. The large chamber is most clearly 
unfinished, both in the dre&sing of the walls, and more especially in the 
excavation for the floor. The walls have an average irregularity estimated at 
±7, and projecting lumps of rock are left untouched in sonve parts. The roof 
is more irregular, estimated average variation ± 3. The floor is most irregular, 
at the W. end it rises at the highest to only 10 inches from the roof; and over 
all the western half of the chamber it is irregularly trenched with the 
cuttings made by workmen to dislodge blocks of the rock. It is, in fact, an 
interesting specimen of quarr>-ing, but unfortunately now completely choked up, 
by I'crring having stowed away there all the pieces of limestone taken out of his 
shaft in the floor. After dislodging se^-eral blocks, I crawled in ova the knobs 
and ridges of rock, until jammed tight from chest to back in one place ; and 
thence I pushed about one 140-inch rod, by means of the other, so as to measure 
the length up to the Western end. To measure along the W. side is impoiisible. 
without clearing away a large quantity of stones; and as there is no place to 
stack them safely without their going down the shaft, I could only measure the 
width at 100 from the W. end, perhaps somewhat askew. The lower — eastern — 
part of the floor, 140 bctow the roof, whicli is comparatively flat, is. nevertheless, 
very irregular and roughly trenched, quite unfinished. The best worked floor 
surface is just around the square sha^ 198 below the roof, and about 40 below 
the main part of the floor, which is 1 5 s below roof on a knob of rock beside the 
shaft. The square shaft is not parallel to the chamber, but ts placed nearly 
diagonally.* Its distances to the walls are, N.W. corner 135 to N. wall ; N.E, 
corner 60 to E. wall ; S.E. corner 90 to S. wall. Its sides are, N.E. 68 to 7S f 
S.E. 82>i i S.W. 80 ; N.W. 70 above, 79 below (the N. comer being rounded 
above) ; N. to S. diagonal loa I'bc S.E. and S.W. sides stop at 67 deep, or 
265 below roof, or 1,321 under pavement ; leaving a ledge about 20 inches widci 
a second or deeper part of the shaft goes downward.*, the N E. and N.W. sides 
being continuous with those of the upper part ; it is, in fact, a smuUer shaft 
descending out of tlie N. comer of the larger. The sides of the smaller shaft 
are. N.E. 57 ? S.K. 53 .* S,W. 60, N.W. 56. The original depth of the smaller 
shad I could not sec, it was apparently about 40 inches according to Vyse, 
when Terring sunk his round shaft down in the bottom of the ancient square 
shad. This hole in the dimly-lighted chamber, about 30 feet deep (with water 
in it after heavy rains have rushed down the entrance pas-uge), and with a very 
irregular and wide opening, makes measurement about here somewhat unpleasant. 
I avoided filling the shaft with the earth removed from the passage, or with the 
■tones which ['erring excavated from it. In case anyone should afterwards wish 
' Like Uk aluA iif the lomb chomliet o( T\ at Sakluia : xa unnsual dLul 
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to excavate farther at the bottom. The southern passage is very rough, 
apparently merely a first drift- way, only just large enough to work in, intended 
to be afterwards enlarged, and smoothed ; its sides wind 6 or 8 inches in 
and out. 

38. The Ascending passage from the entrance passage is somewhat 
troublesome to measure, owing to the large plugs of granite that fill some 1 5 
feet of its lower part ; and also to the irregular way in which much of its floor 
is broken up. 

For connecting it with the entrance passage, we must first settle the most 
probable value of its angle, in order to carry on the projection of its floor ; and 
to complete it over the plugging and breakage, which prevent direct measure- 
ment. The angle of the whole passage will be discussed further on ; it will 
suffice to say here that the mean angle is 26^ 2' 30" ; and there is therefore a 
presumption that the plugged part is about the same angle, and not the 26\^ of 
the entrance passage. This is confirmed by direct plumb-line measure of the 
angle of the plug-blocks at their lower end, giving 26^ 7' (± 2' ?) ; and noting 
that the end is square with the portion of passage beyond it to within 5'. Also 
the actual angle of the plug-blocks may be computed from Prof. Smyth's sloping 
measures, combined with my levelling between the floors of the passages, and 
plumbing up to the lower end of the plugs.* This gives 26^ 12^' for the angle of 
the lower 300 inches of the passage ; and 5' of variation would require a differ- 
ence of '4 inch vertical on 'g sloping. Hence the other data confirm this so 
far, that it had better be adopted as the angle through the plugged part ; 
until some one shall improve on Prof. Smyth's sloping measure, or on my 
levelling. 

The junction of the passages was not projected over the broken part un- 
certainly, as had been done before ; but a plumb-line was hung from the W. side 
of the Ascending passage roof, in front of the plug-blocks ; and measures verti- 
cal, perpendicular, and sloping, were taken to the plugs, the fragments of the 
ascending, and the top and bottom of the entrance passage. Thus the whole 
was knit together to a true vertical line, the place of which was fixed on the 
entrance floor. From the mean of these measures, and 26° 12 J' as the ascending 
angle, with 26^ 21' as the descending angle at that spot (by Prof. Smyth), the 
Ascending passage roof starts vertically over 1 1 10*90 on the sloping floor of the 

• The elements in question are (i) Prof. Smyth's plumb-line 48*5 on slope below his zero in 
Ascending passage ; and (2) 180*5 on slope of entrance passage, below beginning of Ascending 
roof. (3) My level in A. P., 71-3 on slope above C.P.S.'s zero in A.P. (4) My level in E. P. 
1015*0 on slope below C.P.S.'s E.P, zero. (5) Difference of my A. P. and E.P. level marks 
156*2 vertically. (6) My plumb-line on E.P. floor 1027*3 on slope below C.P.S.'s E.P. zero. 
(7) Height on my plumb to floor of A. P. 37*0. (8) height of plug-blocks 47*3, and angle of end 
26** 7'. (9) Angle of E.P. at junction 26** 21'. From these measures we get 125*1 tan. 
+ 142*^ sin. 0=124*7 ; /. = 26** I2i'. 



62 THE INSIDE OF THE GREAT PYRAMID, \Chap. xnL 

entrance, reckoning from the casing face ; and the floor cuts the entrance floor 
at 1 1 10*64 from the same, both probably ±-i. 

Further, the lower end of the plug-block is 74*19 from the intersection of 
the floors ; and the upper end 5076 from the intersection of the roofs. Having 
thus fixed the beginning of the Ascending passage, by the point where its floor 
produced onwards intersects the floor of the entrance passage, we can proceed 
up the Ascending passage from this as a starting point The distance past the 
plug-blocks being determined as above described, and that from the plug-blocks 
to the S. end of the passage, by steel tape measure on the E. side of the floor ; 
then, the tape being corrected for temperature and tension, the results are thus, 
on the sloping floor : — 









Floor, E. tide. 
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Joint 


numbers. 


Dixon*s. 


Floor, E, side. 


Base of £. wall. 
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I427I 
14887 


• • • 
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2 ... 1515s 

Gallery, plumb from wall over door 15465 
29 Floor joint 15468 

Y^"j°'"' . li ... 15470 

And edge over door J -^^^ 

On comparing these measures with Prof. Smyth's, it will be seen that he 

makes the passage about 3 inches shorter ; and that this difference mainly 

occurs in the lower part, where the floor is much broken. Several lengths were 

therefore measured as tests, just as in the entrance passage, and the results are : — 

1st measure 2nd measure Prof. Smyth, 

by tope. by tope. by one rod. 

Mark (i) to mark (2) 500 50-1 

Mark (i) to 22 (Dixon) 56 3 563 

22 Dixon to 21 Dixon 40*9 1 .3., 4io) 

21 Dixon to 8 Smyth wz]^^^ in j 5^1 49 7 

8 Smyth to 20 Dixon 33-3 33-5 

20 Dixon to mark (3) 83 82 

by rods. 

11 Smyth to 12 Smyth 50*1 502 502 

12 Smyth to 16 Dixon 130 \ I3'3) 

16 Dixon to 14 Dixon 360 >55'i 361 >55*i 55-3 

14 Dixon to 13 Smyth 61 J 57 j 

13 Smyth to 15 Smyth 682 684 (^^j 

The close agreement of these two series of measures, particularly in those 
parts twice measured by tape, will show (as in the entrance passage) that the 
error is certainly in the rod measures, and due to the same causes as the error 
in the entrance passage, />., slipping, irregular placing on broken floor, and the 
marking off of each length. 

The result therefore is that from the intersections of entrance and ascending 
passage floors, to the floor joint at the E. side of the grand gallery doorway, 
is 1 546*8 on the slope.* 

The granite plugs are kept back from slipping down by the narrowing of 
the lower end of the passage, to which contraction they fit Thus at the lower, 
or N. end, the plug is but 382 wide in place of 41*6 at the upper end : the 
height, however, is unaltered, being at lower end 47*30 E., 47*15 mid, 4726 W. ; 
and at upper, or S. end 47*3. In the trial passages the breadth is contracted 

* On the W. side this joint is 1*2 N. of the side joint of doorway. 



THE INSIDE OF THE GREA T P VKAMID. 



from 4f6 to 380 and 37*5 like this, but the height is also contracted there i 
47'3 to 42'3. These plug-blocks are cut out of boulder stones of red granite, 
have not the faces cut sufficiently to remove the rounded outer surfaces at the 
comers: also the faces next each other are never very flat, being wavy about 
zt'3. These particulars I was able to see, by putting my head in between the 
rounded edges of the 2nd and 3rd blocks from the top, which are not in contact; 
the 2nd having jammed tight 4 inches above the 3rd. The present top one is 
not the original end ; it is roughly broken, and there is a bit of granite still 
cemente*l to the floor some way farther South of it. From appearances there I 
estimated that originally the plug was 34 inches beyond its present end. 

It has been a favourite idea with some, that two horizontal joints in the 
passage roof just south of the plugs, were the beginning of a concealed passage: 
I therefore carefully examined them. They arc ficrs (or 601 second measure) 
apart vertically, and therefore quite different to the passages of the P>Tamid, 
which are 47 perpendicularly or 52 vertically. Further, there is no possibility of i 
the blocking up of a passage existing there, as the stone of the roof is ( 
tinuous, all in one with the sides ; the three roof-blocks between the two 
horizontal joints are all girdle-blocks, either wholly round the passage, or 
partially so; and tho block N. of these is a long one, over 12$ inches from 
E. to W., and continuous into both walls. These vertical girdle-blocks arc a 
most curious feature of this passage (first observed and measured by Mr. 
Waynman Dixon, C.E,), and occur at intervals of 10 cubits (2063 to 30it'9 
inches) in the passage measuring along the slope. All the stones that can be 
examined round the plugs arc partial girdle-blocks, evidently to prevent the 
plugs forcing the masonry apart, by being wedged into the contracted passage. 
Many of the stones about the blocks in Mamun's Mole are over 10 or II feet 
long ; the ends are invisible, but probably they are about 15 feet over all. 

39. For the angle of the passage, and its straightncss, it will be well to 
consider it all in one with the gallery- floor, as they were gauged tonclher all in 
one length. The angle of slope I did not observe, as I considered that that had 
been settled by Prof. Smyth \ but the azimuth was oburrNcd, b>' a chain of thrvc 
theodolites, round from the entrance passage. The straightncss was observed 
by offsets to floor and side all along it, read from a telescope at the upper end of 
the plug-blocks. When I came to plot the results, 1 found that there were 
no measures taken at the |K>int where Prof. Smyth's theodolite was set up. The 
sloping floor is nowhere, having been entirely cut away at the be^nning of the 
gallery; and the top of the ramp (to which the theodolite had been referred) 
was not offscttcd by me, nor was its slope measured by Prof. Smyth's 
for 300 inches from the place. Hence we cannot say exactly what dire 
relation the theodolite bore to the pa.<isage ; but wc can obtain the angle of slo 
very satisfactorily, by taking the angles observed to signal at bottnin of asccnd-j 



I 

) 




Sect, 40.] 



PASSAGE TO QUEEN'S CHAMBER, 



6S 



ing passage, and to signal at top of gallery, and then (knowing the distances of 
these signals) calculate the angle of slope from signal to signal. This, when 
corrected for lower signal being '3 too high, gives 26^ 12' 50" for mean angle of 
both passage and gallery together. Hence, from my offsets to the places of 
these signals, the absolute angle, and the variations from it, can be obtained for 
either part independently. Thus we have the form and direction of the ascending 
passage, reckoning from the beginning of its floor on the entrance passage floor, 
with its variations, as follows : — 



From 


From 


-4' ±3' 


azimuth. 


From 26^ 2' 30" altitude. 


beginning 


W. 


mid. 


E. 


roof. mid. E. floor 


69 


• • • 


... 


... 


231 -'5 241 


260 


208 





207 


23*6 236 


520 


• • • 


• • • 


21'6 


23-5 


650 


• • • 






209 


22*4 


700 


• • • 






207 


... »•. ... 


840 


• • • 






21*4 


233 


1,045 


• • • 






21-3 


237 


1,220 


• • • 






21*9 


24-1 


1,365 


• • • 






21*2 


239 


1,540 


210 







211 


239 4.-I 236 



The surfaces are so much decayed and exfoliated, that it is only just at the 
ends that two original faces can be found opposite to one another ; hence the 
width and height cannot be measured, and the oflsets can only be stated to one 
surface. 

From this altitude, the sloping length of the passage being 1546*8, the 
horizontal length will be 1 389*5, and the vertical height 679*7, both being 
corrected for difference in the offsets of the ends. The determination of the 
azimuth has, unhappily, a large probable error, ± 3' (owing to bad foundation for 
the theodolite in Mamun's Hole) ; and its direction, — 4', is so close to that of 
the Pyramid side, that it may be assumed parallel to that ± 3'. This, on the 
passage length, =1*2 inches for the probable error of the place of the upper end 
of the passage, in E. to W. direction in the Pyramid. 

These, added to previous amounts, give for the absolute place of the floor 
end at the latitude of the E. wall of the gallery (172*9 +679*7)= 85 2'6±3. level 
above pavement; (i5i7'8+i389'5)=2907*3±'6 horizontally from N. edge of 
Pyramid, or i626*8±*8 northwards from centre; and 287±r5 for middle of 
passage eastward from centre of Pyramid. 

40. The horizontal passage leading to the Queen's Chamber is the next 
part to be considered. This was measured with steel tape all along, and the 
levels of it taken with theodolite. The results for its length and levels are 
thus, reckoning from the mean door of the gallery at 1546*8 from beginning of 
ascending passage : — 

K 
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Distuice 


Northward from 




.-.Bool 




{rom doot. 


tViunidcc 


^nue. 


Floor 1ml. 


k.«L 


Mean doorway on floor ... 





l6268±8 


8S2«±-3 




On flat Boor 


52 


157s 




8584 




Floor joint, No. 8. Smyth 


3120 


1314-8 


> 


8s-4 > 


903-8 


,. ., No. i6. „ 


6230 


ioo3'8 


I 


8561 r 
8S6-2 \ 


902-3 


„ No. 21, „ 


8;o-2 


756-6 




On floor 


1000 


627 


» 


!»2-4 


Floor joint, No. 25, Smyth 


ii;77 


449-1 


3 


(8S4* \ 
1 834-9 Z 




Step in floor 


13070 


3198 


H- 

00 


goto 


Chamber f top of door ... 
N. wall \ side of door ... 


1523-9 


102-9 








1524-8 


1020 








Floorjoint. No. 30, Smy-lh 


1527-0 


998 








Niche, N. side 


] 620-7 


6't 




834-4 




Niche, first lapping 










901-3 


Chamber, E. apex 


1626-5 


" "3 






1080-1 



I 



The azimuth of this passage was not measured, but the beginning of it is 
287±rs E. of the middle of the Pyramid ; then for the axis of it at the end we 
may say the same, or 287±3, since the gallery above it only differs about two 
inches from that quantity. In the above measures of length there is a steadily 
accumulating difference of about i in 300 between Prof. Smyth's measures nnd 
these, for which it seems difficult to account ; but as in the other passages, I 
have always found on retesting the measures, that such differences arc due to 
errors in the cumulative single rod measures, and not in my steel tape (which 
was always verified at the starting point after measuring), it seems unlikely that 
the steel tape should be in error here. Hence I should adopt these tnca«ires 
without alteration. 

41. In the Queen's Chamber it seems, from the foregoing statement, that 
the ridge of the roof is exactly in the mid-place of the Pyramid, equidistant 
from N. and S. sides; it only varies from this plane by a less amount than the 
probable error of the determination. 

The size of the chamber (after allowing suitably in each part for the incrus- 
tation of salt) is on an average 205-85 wide, and 226-47 lo"g, i84'47 high on N. 
and S. walls, and 245-1 high to the top of the roof ridge on E. and W. walls. 
The variations of the horizontal quantities in detail arc as follows, from the 
mean dimensions. 
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67 


Above 
Floor. 


From below Apex, E. Wall. 


From below Apex, W. Wall. 


Below Ridge of Roof. 


To N. 
WaU. 


(Sum.) 


ToS. 
Wall. 


To S. 
Wall. 


(Sum.) 


ToN. 
Wall. 


W. 
1 WalL 


to 


E. WaU. 


Meaii) 
of all ] 


102*92 


205-68 


10276 


102*67 


20602 


103-35 




226'47 




240 


... 


• • • 


• • • 


• • • 


... 


... 


-46 


225.51 


-•50 


210 


. • • 


• a • 


. • * 


• • • 


• . • 


... 


-•31 


22579 


-•37 


180 


+ •16 


20567 


-•17 


-•14 


broken 


• • . 


-•24 


226- 1 2 


—•II 


156 


+ •06 


20560 


-14 


• • • 


. . • 


• . • 


* * * 


... 


... 


127 


+ •10 


20572 


-•06 


-•16 


20615 


+•29 





22637 


— 10 


99 


+ •02 


20579 


+09 


. • • 


. • • 


... 


... 


... 


• •• 


76 


• . • 


• • a 


• • • 


— 09 20568 


-•25 


- 


h-24 


... 


... 


67 


—•32 


20563 


+•27 


... • • • 


* • . 


- 


-■27 


226-91 


+ •17 


8 


• • • 


. • • 


••• 


+•37 


20629 


— 06 


... 


... 


• • . 





• • • 


• • • 


• . • 


• • • 


• • • 


... 


+•45 


227-47 


+ •55 



For example, to take the first entries, at 180 inches over the floor, on the 
E. wall, the N. wall is (102*92 +*i6) = 103*08 from a vertical line below the 
apex of the roof; and the S. wall is (102*76— "17) = 102*59 from the same apex 
line : the sum of these quantities, or the total width, being 205*67. Thus the 
mean distances of the N. and S. walls from the apex on the E. and W. walls is 
given at the top of each column ; and beneath that the small variations from 
those mean vertical wall faces. In the last division are given the distances of 
the E. and W. walls apart, below their apices ; both the mean dimension, the 
variations from it, and the total at each point. It will be observed that the E. 
and W. walls have both a uniform tilt inwards; if we allow 14' for this as 
an average, the mean from a straight line inclined that amount is "057 on E. 
and "025 on W. ; a remarkably small amount of error, comparable to the 
extremely fine work and close joints of the stones themselves. Also the ridge 
of the roof is not exactly over the middle of the chamber at either end. Beside 
the above resulting length of the middle of the chamber on the floor, separate 
measures were taken on the two walls ; these give N. 227*41, middle (from 
above) 22747, S. 227*61 ; mean of all 22750 for floor length. 

42. In the matter of height, the courses vary a good deal ; and far more 
care was spent on the closeness, than on the regularity of the joints. For a 
starting point in measurement, the general floor is hopelessly irregular, consisting 
plainly of rough core masonry ; and furthermore, it has been built over with 
similar rough masonry, which was afterwards stripped down to insert the chamber 
walls. This is proved by there being no fewer than eight edges of sunken spaces 
upon it, made (according to the universal habit of pyramid builders) to let in 
the inequalities of the upper course into the surface of the course below it. 
These sunken edges are well seen in other parts of the core masonry, and their 
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meaning here is unequivocal. But all round the chamber, and the lower part of 
the passage leading to it, is a footing of fine stone, at the rough floor lex-cl ; this 
projects 1 to 4 inches from the base of the walls, apparently as if intended as a 
support for flooring blocks, which have never been introduced. It is to this 
footing or ledge that we must refer as the starting point ; though what floor 
was ever intended to have been inserted (Hke the floor of the King's Chamber, 
which is inserted between its walls) we cannot now say. Certainly, a floor at 
tile level of the higher part of the passage, would not reconcile everything ; as 
that higher floor is also not a finished surface, but has sundry large round holes 
in it, like those In the chamber floor and elsewhere ; intended, apparently, for 
use in process of building. Starting, however, from this footing at the base of 
the walls, the mean elevation of each course above the floor is as follou's,with the 
variation + or - from the mean scale, at eleven points around the chamber : — 



Mow or N.W. Cmaa. 


N.E. Coiiin. 


E- Side, 


NiclM 


8.E. Coma. 


S. W. Comer. 


W. sue. 


<=""»• W. N. 


N. E. 


Mid. 


E. S. S. W. 


Hid. 






,N.+ ro 






cS.--5 


"45'l 




is.- -1 








In.-^ 


2I43S 




+ 2-0S 








-TOi 


184-47 -'3; 


--is" 


- '47 


--47 


—-01 


+■55 


- *J 


179-09 -fS? - 


... --73 






-■39 - 


... +-4S 




156-07 +-23 —-05 


+ ■67 —-09 


-h"-33 


+'-29 


+■01 --3S 


--49 --Ol 


-■>T 


127-13; -'23 -•" 


-■03 +-12 


+ 17 


+ ■28 


+ •50 +-31 


-■41 -loi- -31 


9913! +-01 -17 


-13 +-0S 


- -03 


+X)5 


+ •32 -n 


— ■09 +^o8| — -13 


67-44 -t-'^S -t--06 --23 


■f -09 


-12 


+ ■06 —^22 


— ■OS +t39' - 105 


3413' +-OI —-24: door 


+ -17 


-■01 


+ 22 +^02 


+3x>8+338 - -19 


1 --18 


+ -20 




+ ■42 


encum 


bered 


--26 



The mean course thicknesses, and their mean diflerenccs being — from the base 
upwards — thus:— 3413 m.d. "ig, 33-31 m.d. -iS, 31*69 m.d. 14, aS-OO mJ. ■»!, 
2894 m.d. '27, 2840 m.d. 48 to top of N. and S. walls. In the first column 
above, 2451 is the apex of the E and W. walls, where the sloping roof stones 
end at their junction ; and the difl'ercnces entered here, N. and S., are due to the 
N. and S. slabs not ending at the same level, one having fallen a little bdow 
the other in building ; the highest shows, therefore, probably the intended point, 
and this is 10801 above the pavement. 2i4'3S, in the first column, refers to the 
topmost joint on the E. and W. walls. 18447 's the top of the N. and S. walls, 
and a joint on the E. and W. walls. 17910918 a joint that occurs at each 
side of the K. and VV. walls, but which docs not run far. being sooo 
shifted upward to the 184 level. 15607, 12713, 9913, are all jwnt levels 
around the chamber. 6744 is a joint level, signahzcd by the top of the doorway 
and of the channel mouths in N. and S. walls. 3413 is a course arouod the 
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chamber. And o is the fine stone footing of the walls, which is about the level 
of the variable and rough floor of the chamber. It must be remembered that 
the above figures only g^ve differences from a mean scale, and do not profess 
to be levels ; the columns, in fact, being only rigidly connected at the two sides 
of any one comer, which hence have no dividing line between them in the table. 
Assuming, however, that the above series of heights of E. and W. walls are 
pretty closely adjusted to the heights in the corners next to each, we have 
for the sloping roof block, the following figures, calculating from the above 
quantities : — 

E. end, N. side. W. end, N. side. £. end, S. side. W. end, S. side. 

Sloping length 1 2000 1 1 996 1 1 9* 1 2 1 1 8* 59 

Angle 30^48' 30^14' 30^33' 30°io 

These roof blocks are seen — where Howard Vyse excavated beneath one at the 
N.W. comer — to go back 121*6 on slope, behind the wall face; this, coupled 
with the thickness of these blocks (which is certain, by similar examples 
elsewhere, to be considerable) throws the centre of gravity of each of the slabs 
well behind the wall face,* so that they could be placed in position without 
pressing one on another. Hence there is never any arch thrust so long as the 
blocks are intact ; they act solely as cantilevers, with the capability of yielding 
arched support in case they should be broken. 

The projection on the westem side of the doorway, mentioned by Professor 
Smyth, is really a surplus left on both sides of the corner ; in order to protect 
the stone in transit and in course of building. This undressed part in the 
chamber, is cut away down to the true surface at the top and at the middle 
joint, in order to show the workman exactly to where it needed to be dressed in 
finishing it off. The excess in the chamber begins 1*3 below joint at top of 
doorway, and thence projects 1*4, with a width of 5*5 ; it is dressed away for 
I 'OS at the middle joint, and then continues sloping away rather thinner down 
to the floor. The projection into the passage is 1*5 maximum at base, 
usually '8 ; and it is 5*5 maximum width, or usually 4*5. 

43. The niche in the eastern wall of this chamber, from its supposed 
connection with a standard of measure, was very closely examined. Its original 
depth back was certainly only 41 inches at every part from the bottom upwards. 
The surface that might be supposed to belong to the side of a deeper part, is only 
that of a joint of masonry, one stone of which has been broken up and removed ; 
this is evident as there is mortar sticking to it, and as it is pick-dressed, quite 
different to the fine surfaces of the niche sides ; beside this, it is not flush with 
the side, or any of the overlappings of the niche ; and moreover, all down the 
niche sides are the traces of the edge of the back, at 41 from the front, where 
it has been broken away. 

*As at Sakkara, in the Pyramid of Pepi. 
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The general form of the niche was a recess 41 inches (2 cubits) deep back ; 
62 inches (3 cubits) wide at base, and diminishing its width by four successive 
overlappings of the sides (at each wall course), each of} cubit wide, until at 156 
high it was only 20 (1 cubit) wide, and was finally roofed across at 184 high. 
Thus, of the 3 cubits width of the base, one cubit was absorbed on each side by 
the overlappings, leaving one cubit width at the top. This cubit is the reguUr 
cubit of 206 inches, and there is no evidence of a cubit of 25 inches here. The 
exact dimensions of every part are as follow, giving the mean dimensions, and 
the variations of each part, + or — , from the mean. All corrected for the salt 
exudation on the two lower laps, as estimated at each point ; there is no salt on 
the upper three laps ; — 
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44. The channels leading from this chamber were measured by the gonio- 
meter already described (A, section 10) ; they are exactly like the atr channels in 
the King's Chamber in their appearance, but were covered over the mouth hy a 
plate of stone, left not cut through in the chamber wall ; no outer end has yet 
been found for either of them, though searched for by Mr. Waynman Dixoa, 
C.E., who first discovered them, and also by myself on the N. face of the 
Pyramid. 

The N. channel is 8-6 high, and about 8 wide in the chamber wall, running 
horizontally for 76 inches, and then turning upwards. The S. channel is 8-8 
high, and runs 800 to its turn upwards. The mean angles, measured between 
the horizontal part and the ascending slope of the diannels, are thus >— 
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N. Channel. 
W. Mid. E. Mean. 

37^33' 37^25' 37^25' 37^28' 



S. Channel. 
W. Mid. E. Mean. 

38° 28' 38^20' 38^35' 38^28' 



each statement being the mean of two observations, which never differed more 
than 6'. 

Hence, if these channels were continued to the outside of the Pyramid, their 
floors would end on the Pyramid faces at 2641*3 above the base, and 24608 from 
the centre of the Pyramid on the N. face ; and at 2679*1 above the base, and 
2431*2 from the centre on the S. face. I observed something like the mouth of 
a hole in the 85th course on the S. face, scanning it with a telescope from below ; 
but I was hindered from examining it closely. 

45. Returning now to the gallery from which we diverged to the Queen's 
Chamber, the length of the gallery was measured like the other passages, with 
the steel tape, but not many joints were measured, and those were on the E. 
ramp, on which the tape was laid at 6 inches from the edge. The offsets to the 
floor and E. ramp were also read, in continuation of the series of the ascending 
passage, as explained before (section 39). The results are as follow, starting from 
the N. wall of the gallery, at 1546*8 from beginning of ascending passage. 



Dbtance on 
Slope. 

N. wall ... O * 

At 30 
First joint, vertical . 44*6 

At 150 
Joint at "cutoff^' vertical 2232 
Face of " cut off"" . 223*7 
Second " cut off'" . 263*8 
Joint . . . 264*1 

At 400 

At 700 
Joint . . . 912*4 

At 1,000 
Joint, broken to next 1087*0 
Joint . . . 1186-5 

At 1,300 
Joint . . . I4S4'6 

At 1,600 
Ramp End . 1815-5 

S. wall, in same line 1883*6 
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In the variations in altitude, the height of the axis above the ramp top is 
stated, as well as its height over the floor. The axis, though different in azimuth 
and altitude from that of the ascending passage, is reckoned to start from the 
end of it ; hence the offsets are a continuous series, though measured from a line 
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which is bent on passing from the passage to the gallery. The first-stated floor 
offset here {hi brackets) is not what the continuation of the floor of the ascending 
passage actually is at the point; but it is the virtual floor of the gallery,/^., 
where it would come if the trend of the rest of the gallery was continued, and 
also (judging by the altitude observations of Prof. Smyth) where it would come 
if continued parallel to the ramp top. 

By successive rod measures, Prof. Smyth made the gallery '8 shorter than 
it appears by this continuous measure ; but the continuous measure is certainly 
better in principle and also in practice, as we have seen in the other passages. 
The steel tape of i,200 inches required to be shifted in order to measure from 
one end to the other of the gallery, and three points were common to both tape 
lengths ; the distances between these points were 3oS"5 by first, 3056 bj- second 
measure, and 4802 by both first and second measures, showing the same 
accuracy in this as in the taping of the other passages. The difference between 
Prof. Smyth's measures and the taping occurs almost entirely from the N. wall 
to the cut out in the floor, and is probably due to want of straightncss and 
squareness in one or other of those surfaces. 

Hence the floor of the gallery intersects the S, wall at 16890 ± '5 abo^'c 
the pavement ; at 6r7± "8 S. of the Pyramid centre ; and its middle is 284*4 ± 
2'8 E. of the Pyramid centre ; reckoning the measures of length and angle 
continuously through from the plug-blocks upwards, so as to avoid all un- 
certainties of connection at the beginning of the gallery, and duly correcting for 
difference in offsets. 

46, The holes cut in the ramps or benches, along the sides of the gallery 
(see section of them in PI. ix.), the blocks inserted in the wall over each, and the 
rough chopping out of a groove across each block — all these features are as yet 
inexplicable. One remarkable point is that the holes are alternately long and 
short, on both sides of the gallery ; the mean of the long holes is 23'33, with an 
average variation of 73, and the mean of the short holes is 20'5i, with avcn£e 
variation '40. Thus the horizontal length of a long bole is equal to the sloping 
length of a short hole, both being one cubit. This relation ts true within lets 
than half their average v.iriations. 

The roof of the gallery and its walls are not well kncnvn, owing to the 
dtSiculty of reaching them. By means of ladders, that I made jointing toectber, 
I was able to thoroughly examine both ends and parts of the sides of the 
gallery. The roof stones are set each at a steeper sIojjc than the passage, in 
order that the lower edge of each stone should hitch like a paul into a ntcbet- 
cut in the top of the walls ; hence no stone can press on the one below it. so as 
to cause a cumulative pressure all down the roof ; and each stone is separately 
upheld by the side walls across which it lies. The depth of two of these ratchet* 
cuts, at the S. end, I measured as to and 19 to 20 ; and the angles of the two ■ 
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slabs there 28** o' to 28** 18', and 27** 56' to 28° 30', mean 28** 1 1' ; which on a mean 
slab 52-2 from N. to S., would differ 174 inches from the passage slope. The 
edge of the southernmost slab is 14*5 from the S. wall; the next slab is 47*4 
from N. to S, 

The verticality of the ends of the gallery was measured from a plumb-line ; 
and the horizontal distances of the top and bottom of each of the laps of stone 
from the ends of the roof are thus : — 
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The letters h and s in the column of the N. end show the under edge of the 
lap of stone to be either horizontal or sloping ; on the S. end it is always 
horizontal. The width of the top of the gallery is 40*9 at N., and 41*3 at S. end. 
The remarkable groove in the lower part of the third lap, along the whole length 
of the sides, was measured thus, perpendicularly : — 

N.W. N.E. S.W. 

Groove upwards J 7 ' ^ 

from lap edge^ to 54 57 51 

At the S.W. it is cut to a depth of 8 inchj at the S.E. to -6 (?) ; the upper 
edge of it is often ill-defined and sloping. According to Prof. Smyth the mean 

L 



S.E. 


! mean. 


iro 


11-4 




-61 


5*1 


53 
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height of this lap above the gallery floor is 1662 ± 8 vertically; hence the 
groove is at 1721 to 179-0 vertically over the floor, and its lower edge is there- 
fore at half the height of the gullery, that var>-ing from 167 to 172. The 
pickmarks in the groove on the S. end of the W. side are horizontal, and not 
along the groove, showing that it was cut out after the walls were built, which 
agrees with its rough appearance. It belongs to the same curious class of rough 
alterations as tlie blocks inserted in the sides of the gallery and the rude grooves 
cut away across them. 

At the top of the N. end is a large forced hole, cut by Vyse in 1837, and 
still quite fresh-looking. The whole of the top lap of stone is so entirely cut 
away there that I could not decide to where It had come, and only suppose it to 
project 3 inches, like the others. 1 

From this the length of the roof of the gallery is 1688-9- 40-45 = l648-4 | 
horizontal, or 183S6 sloping. I 

By plumb-line measure at the S. end, the roof on the E. side is inside the 
floor edge {or overhangs) 2050, and on the W. side 20'4a On the S. end 
(eliminating the lean) the projection is 209, and on N. 204 ; mean of all, 20"55, 
for the sum of the seven projections of the laps, or one cubit, the laps being 
then one palm each in breadth. Thus the laps overhang the ramps along the 
gallery sides, and the space between the ramps (2 cubits), is equal to the space 
between the walls at the top. 

The remarkable shaft, or " well," that leads away from the lower end of the 
gallery down to the subterranean passage, was fully measured about its mouth ; 
but it appears to be so rough and so evidently utilitarian (for the exit of work- 
men) that it is not worth while to publish more complete measures than those 
of Prof. Smyth. As, however, the position of its mouth has been supposed to 
have a meaning, it should be stated that the opening is from 3l'8 to 490 
horizontally from N. wall of gallery on floor, 218 to 487 near ita top, and 319 
to 48-9 by the sloping distance reduced. Thus the middle of it is at 35*40 
3S'2S, or 3S37by difl'crent methods. The part of the shaft that passes through 
a rock fissure filled with gravel (often called the *" grotto "') has been steincd with 
10 courses of small stones, varying from 7^ to 8 Inches in height 

At the upper end of the gallery, we have already stated the S. wall to be 
6l7±"8S. of the Pyramid centre; and hence the face of the great step at 
the head of the gallery (which descends behind both floor and ramps) is 
(6r7-6l'3)='4± 8 S. of the Pyramid centre. It may, therefore, be taken as 
intended that the face of this step, and tlic transition from sloping to horizontal 
surfaces, signalizes the transit from the Northern to the Southern half of the 
Pyramid. This same mid-plane of the Pyramid being also signalized by the 
mid-pUnc of tlie Queen's Chamber, which is measured as -3d: '8 N. criT the 
Pyramid centra 
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The ramps along the sides, where they join this great step, are very 
irr^rular. Their top surfaces slope away downwards toward the side walls ; 
thus the E. ramp top varies from 13*20 to I2*i8 below the step from E. to W., 
and the W. ramp top from 12*82 to 12*2 (?) from W. to E. At present, more- 
over, the ends of the ramps are parted away from the face of the step by 
'30 on E. and *44 on W., an amount which has been duly subtracted from my 
length measures of the gallery. Beside this, the top of the step itself, though, 
straight, is far from level, the W. side being about i higher than the E. side. 
And the sloping floor seems to be also out of level by an equal amount in the 
opposite direction ; since on the half width of the step {Le.y between the ramps) 
the height of the step face is 34*92 or 35*0 on E., and 35*80 or 35*85 on W. 
The length of the step from N. to S. is : on E. side 61*0, and on W. 61*5. All 
these measurements are very carefully taken with elimination of wear, fractures, 
and shifting of the stones at the joints. Hence, at the line along which I 
measured, 6 inches from the edge of the ramp, the step will be 6ri long ; and 
this at the angle 26** 12' 50" (by which the end of the gallery was calculated from 
the plug-blocks) will be 30*08 vertically, for the virtual * above the actual floor 
end. Then the top of the step will (by above measures) be here 34*88 above 
actual floor end, and the step dips about '64 to the S. wall at this part ; so the 
top of the step at the S. wall is 34*88— 64— 3ao8=4*i6 (say±'2) above the 
virtual floor end at the line of taping. And as the virtual floor end is at 
i689*o±'5, the step surface at the E. side of the S. doorway is i693*2±*6 over 
the pavement 

47. The Antechamber and its passages were measured both by steel tape 
and rods, in one length, from the step to the King's Chamber ; and the joints 
and floor levels are as follow : — 
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* The virtual floor end is where the general floor slope, if carried on through the step, 
would intersect the plane of the S. wall 
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Joint of wall 

S. end of Antechamber 

Joint of floor 
Base of King's Ch. wall 
End of passage floor 
Raised floor, King's Ch. 

These measures vary somewhat from those of Professor Smyth In 1865; 
and, compariog the greatest differences, they stand thus : — 

StccI Upc, Rod*. iSto. Rod*. 

iSSi. tl65. 

N. end Antechamber to joint S. of it 1 288 1 288 1 3-6 

Next joint to S. end Antechamber . 5595 SS73 and SS"8o 55-5 

So here, as elsewhere, the measures in 1880-2 by steel tape and rods, entirely 
independent of each other, agree fairly togetlier, and suggest that the 1865 
rod measures were somewhat in error. This is due generally to the latter 
starting from different points on different occasions, and to their different scries 
being insufficiently locked together. Ilcnce I adppt the steel tape measures as 
the most satisfactory. 

48. Taking the Antechamber alone, we may say that its dimensions abovs 
the granite wainscot of the sides, are as follow : — 
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The height was measured as fallows : — 



I 





NeMN.-mll. 14^001 N. 


S,t.o,.lI. 


AifreoK. s.mll. 


At E. side . . 
Middle . . 
At W. side 


14947 149-09 

■49-53 

149-32 ■490^ 


14917 
14910 


149-62 149«J 
149-64 149YS4 
1496s 14957 


Mean 

Above gallery end . 


■4944 14905 
153^ 152^5 


■ 4913 
15283 


14964 149-61 
152-84 152-61 



Sect. 49.] ANTECHAMBER, DIMENSIONS. 77 



The mean length is thus 1 16*30 (by the two series from top to base), breadth 
65-00, and height I49"35 ; or the ceiling over the virtual end of the gallery floor, 
152*85 ± "2, and 1841*8 dz "6 over the pavement 

49. Coming now to details of the walls, the rough and coarse workmanship 
is astonishing, in comparison with the exquisite masonry of the casing and 
entrance of the Pyramid ,* and the main object in giving the following details is 
to show how badly pyramid masons could work. The great variation in the 
foregoing measures illustrates this. 

The N. wall is all rough picked work, with '2 variation commonly ; there is 
a great irregular flaw, and a piece broken out of the stone about the level of the 
top of the leaf, as much as i inch deep. The E. wall has the granite by the 
side of the leaf wavy and winding, and bulbous at the base, projecting 1*4, On 
the wainscot block at the S. end of this wall, which is all in one with the S. end 
of the chamber, are two conjoined deep scores or scrapes nearly vertical, much 
like the beginning of a regular groove ; their distance from the S. wall is 36 to 
7*2 at 90, and 2*6 to 6*4 at 52 from floor, where they end ; they are '48 deep at 
maximum. The S. wall has all up the E. side of it, over the wainscot, a 
projection, just equal in width to the wainscot, and varying in thickness from 
•31 at top to 1*7 half-way down, and thence fading off" down to the top of the 
wainscot. On the W. side of the S. wall the granite has been daubed over for 
2 to 6 inches in breadth, with a thin coat of cement ; this, at i inch from the 
side is *35 thick ; also at 13 from the W. side is a slight sinking of the granite, 
from '34 to '60 in depth, all quite ill-defined. The W. wall has the top of the 
granite wainscot uneven, rising toward the front, and there sinking suddenly '35 
at I '4 from the front edge. The southern of the three semicircular hollows on the 
top of this wainscot (see PI. xii.)* has the granite defective at the back of it, and is 
backed with rough limestone there. The southernmost stone over the wainscot 
is dressed very flat and true, but rough, + or — '03. The next block has a 
raised edge to it on the S. side (figured by Prof Smyth), and along the base of 
it, which consists of granite left rough, not dressed away in finishing ; about 
4 inches wide, and '4 projection along the lower edge of the block ; and 2 wide 
and 1*2 maximum projection at the side. The other edges of this block were 
marked out by saw-cuts in the granite, about '2 deep, to gfuide the workmen in 
dressing the face. 

The various courses and stones of the chamber were measured, but the only 
points of interest are the following. 

The south wall has four vertical grooves all up it, which have been hitherto 
supposed to have extended down to the top of the passage to the King's 
Chamber. This was not the case, however ; for, though much broken away, it is 
still clear that they became shallower as they neared the bottom, and probably 

* The forms of the curves are plotted from offsets taken at every inch along them. 
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ended leaving an unbroken fiat surface over the doorway. 
well as the forms of their sides) show this, as follows : — 

Height above doui. E. groove. and Jnl W. groove. 

at 10 2-8 Much Slight 2'8 at 8 

at 7 25 broken. curve. 25 at 7 

at S 1.7s 20 at Si 

50. The granite leaf which stretches across the chamber, resting in grooves 
cut in the granite wainscots, must be somewhat less in width than the breadth 
between the grooves, i.e., 4846 to 4876. Its other dimensions were carefully 
ascertained, as much theoretic importance had been attached to them ; though 
to anyone looking at the object itself, the roughness and irregularity of it would 
put any accuracy of workmanship out of the question. The thickness of the two 
stones that form it was gauged by means of plumb-lines at 33 points ; it varies 
from 1516 to 1620, but the details are scarcely worth printing. This leaf is not 
simply a fiat stab of granite, but on both its upper and lower parts it has j. 
projection on its N. side, about I inch thick, where it is included in the side 
grooves. The edge of this projection down the W. side has been marked out by 
a saw cut ; and the whole of the granite on the inner side of this cut has been 
dressed away all over the face of the leaf, leaving only one patch or boss of the 
original surface of the block. 

This boss, of which so much has been made by theorists, is merely a very 
rough projection, like innumerable others that may be seen ; left originally for 
the purpose of lifting the blocks. When a building was finished these bosses 
were knocked away (I picked up a loose one among waste heaps at Gizeh) 
and the part was dressed down and polished like the rest of the stone. It is 
only in unimportant parts that they arc left entire. This boss on the leaf is 
very ill-dcfincd, being anything between 47 and 52 wide, and betuxcn 33 and 
3'5 high on its outer face ; at its junction with the block it is still less defined, 
and might be reckoned anything between 72 and 8'3 wide, and S'6 to 6/1 high. It 
projects -94 to 110 from the block, according to the irregularities of the rough 
hammer-dressing. Anything more absurdly unsuitcd for a standard of measure 
it would be difficult to conceive. I write these remarks with a sharp plaster 
cast of it before me that I took in iSSi. Traces of another boss remain 
on the W. wall of the Antechamber, above the wainscot ; here there has been 
a boss 12 inches wide and 9 high, which has been knocked away, and the surface 
rough dressed, though the rest of the face of the stone is ground down elsewhere. 
The block has been turned in building, so that the fiat under-cdge of the bois is 
toward the N. Remains of another boss may be seen on a block in the ptutsagfe 
to the King's Chamber ; remains of 15 or 16 others in the King's Chamber ; 
5 others complete in the spaces above that ; and many on the casing of the 
Third Pyramid and elsewhere (see PL xii.). The E. to W. breadth of the leaf 
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between its side ledges in the grooves, varies from 406 to ^V2 at different 
heights up the middles of the ledges; but furthermore, the edges are not 
square, and we may say that 40 to 42 will about represent its irregularity. 
Yet this was another so-called " standard of measure " of the theorists. The top 
of the upper block of the leaf is a mere natural surface of the granite boulder 
out of which it was cut, utterly rough and irregular ; and not materially broken 
away as it dips down deeply into the grooves, and is there plastered over. It 
varies from 51*24 to 59*0, and perhaps more, below the ceiling. Yet the cubic 
volume of this block was eagerly worked out by the theorists. 

51. The King's Chamber was more completely measured than any other 
part of the Pyramid ; the distances of the walls apart, their verticality in each 
comer, the course heights, and the levels were completely observed ; and the 
results are given in Plate xiii., in which all variations from the mean amounts 
are shown on their actual size. The principle of concentrated errors enables the 
eye to grasp at once the character of the variations in workmanship, in a way 
that no table of figures could show it. 

For example, the N. wall is on an average 412*59 inches long (see bottom of 
PL xiii.) ; but the " face of West end " (see left hand of plate) is at the top 'iS 
outside the mean vertical line, and the " face of East end " is -42 inside the mean 
vertical ; hence at the top the length is actually ('42 - "iS) shorter than the mean, 
!>., it is 412-35. The line of the ceiling on the W. edge of the N. wall will be 
seen to be • 18 over the mean level of the course, marked " 5 " at each side of the 
sheet; and the ceiling line at the E. edge is as much as I'OO over the same 
mean level ; hence the ceiling slopes "82 on its length along the N. side. 
Referring now to the floor or to the ist course, where the mean levels are 
marked by continuous straight lines all across the diagram, it will be seen how 
far the variable lines of tlie "Actual First course " or "Actual Floor" fluctuate up 
and down, in relation to their mean level ; the first course, beginning at the 
N.W., is at '23 over its mean level (marked i at the edge), and runs upward 
until it is 1*03 over its mean level at the N.E., then down to below mean level at 
the S.E., then still further down along the S. wall, turning a little up to the 
S.W. comer, and then rapidly rising to above its mean level again at the N.W. 
comer, whence we started. Only the first course and floor were directly levelled 
all round; the upper courses were connected by vertical measures in each 
comer, hence their fluctuations along the sides were not measured, and they are 
only marked by broken lines. On looking down, say, the " Face of West-end," 
from joint 5 to 4, it is seen that the line bends out, showing the stone to be 
slightly hollowed ;* but on the average it is about square with the course line ; 
and any error seen in squareness of angle in the diagram, represents only ^ of 

* The middle of the course was only thus offsetted on the top course ; the other courses 
were read on at the top and base of each, to give their errors of cutting and of placing. 
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the actual angular ciTor, or 5° equals 6'. Then, below that, it is seen that the line I 
from joint 4 to 3 begins ver>- slightly outside the line from joint 5 to 4 ; showing J 
that the stone of the 4tb course is set back by that amount, owing to error in 
placing it. Similarly the squareness of faces, and truth of setting of the stones, 
is shown for all the other courses in each comer. In fact, a paper model, 
showing all the errors on the actual scale, might be made by cutting out four 
sides, following the outlines of the faces of the U'alts as here marked, and 
bending each side to make it fit to the irregular edge of its adjacent side. 

This diagram w-ill represent with quite sufficient accurac>-, without numerical 
tables, the small errors of this chamber ; especially as it must be remembered 
that this shows its actual state, and not precisely its original form. On c\-ery side 
the joints of the stones have separated, and the whole chamber is shaken larger. 
By examining the joints all round the 2nd course, the sum of the estimated 
openings is, 3 joints opened on N. side, total = 19; i joint on E, = 14 ; 5 joints 
on S. ='41 ; 2 joints on \V. :=ii. And these quantities must be deducted from 
the measures, in order to get the true original lengths of the chamber. I also 
observed, in measuring the lop near the W., tliat the width from N. to S. is 
lengthened 3 by a crack at the S. «de. 

These openings or cracks are but the milder signs of the great injury that 
the whole chamber has sustained, probably by an earthquake, when nvry roof 
beam was broken across near the South side ; and since which the whole of the 
granite ceiling (weighing some 4CX3 tons), is upheld solely by sticking and 
thrusting. Not only has this wreck overtaken the chamber itself, but in every 
one of the spaces above it are the massive roof-beams cither cracked across or 
torn out of the wall, more or less, at the South side ; and the great Eastern and 
Western walls of limestone, between, and independent of which, the whole oS 
these construction chambers are built, have sunk bodily. All these motioni are 
yet but small — only a matter of an inch or two— but enough to wreck the 
theoretical strcngtli and stability of these chambers, and to make their downfall 
a mere question of time and earthquakes. 

52, Applying, then, these corrections of the opened joints to the lengths of 
tile tower course — and also, as being the most likely correction, to the upper 
parts as well — we have the following values for the original lengths of the 
chamber, and for the error of squareness of the present comer angles. 



\ 



Top 41214 
Mean 41240 
Base 41278 



N.E. I K. I S.E. I S. I S.W. I W. I N.W. 

+ 4" 20630 — 3S"'4"'88 +1' 3S''2o6-04 -r 4" 
-2' 57" 20629 +2' 20"4i2ii -i' 2"205-97' + i* 39' 
-4' 54-20643 +4 40-41253 -4 5-|2o6i6 +4 19" 



Now it will be observed that though the lengths can be corrected by the 
sum of the openings, the angles cannot be so corrected, as we do not know 
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which angle the change of length has affected. Hence the present angles are 
entered above, with the reservation that the sides having altered about i in 1,000 
of their length, the original angles may have easily been 3' or 4' different ; and, 
therefore, all that we can say about the angles is, that the builders were probably 
not 5' in error, and very possibly less than that ; also that the errors change 
sign from base to top, so that each course must be a true right angle at some 
level up it. 

Probably the base of the chamber was the part most carefully adjusted and 
set out ; and hence the original value of the cubit used can be most accurately 
recovered from that part. The four sides there yield a mean value of 20*632± 
'004i and this is certainly the best determination of the cubit that we can hope 
for from the Great Pyramid. 

The top course of both the E. and W. walls consists of a single stone ; on 
the N. and S. walls the joints of it were measured thus : — N. wall, E. end o, 
joints 62" I, 248*8 ; S. wall, E. end o, joint 189-2. 

The average variation of the thickness of the courses from their mean is 
•051, the mean being 47*045 between similar joints, or including the top course, 
which was necessarily measured in a different way, 47*040 ± '013. 

53. The roof of the chamber is formed of nine granite beams, of the 
following breadths, the two side beams partly resting on the ends of the 
chamber : — 

Along N. Side. Along S. Side. 



E. 



W. 



Stones. 



22*4 + X 

4S-S 

52-5 
49*1 

53*9 
44-8 

581 

627 

233 + * 



Total. 



Stones. 



O — .r 
22*4 
679 
1 204 

169s 
2234 
2682 
326-3 
389*0 
412-3 + « 



17-8 +ar 

45-8 
530 
5i*o 

554 
45-8 

593 
608 

23*4 + * 



Total. 



O — * 

178 

636 
1 16 6 
167-6 
223-0 
268-8 
328-1 
3889 
412-3 +jf 



Skew. 



Difference 

of End 

Widths. 



-4-6 

-43 

-3-8 
-1-9 

- 4 
+ -6 
+ 1-8 

— -I 



+ -3 

+ -5 

+ 1*9 

+ 1-5 
+ ro 

■\'V2 

-1-9 
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The column of " skew " shows the difference in the position of the joints om 
the opposite sides of the chamber ; and the " difference of end widths " the 
variation between the two ends of the same beam. From this tabic it seems 
probable that the roofing in of the chamber was begun at the W. end. as the 
skew of the beams increases up to the E. end ; and also as the largest beams, 
which would be most likely to be first used, are at the W. end. The numbering 
of the slabs in the top space above the King's Chamber also begins at the W. 
end. Vyse, however, states that these " chambers of construction " were begun 
at the E. end. 

These roofing-beams are not of "polished granite," as they have been 
described ; on the contrary, they have rough-dressed surfaces, very fair and true 
so far as they go, but without any pretence to polish. Round the S.E. comer, 
for about five feet on each side, the joint is all daubed up with cement laid on 
by fingers. The crack across the Eastern roof-beam has been also daubed with 
cement, looking, therefore, as if it had cracked be/ore tlie chamber was finished, j 
At the S.W. corner, plaster is freely spread over the granite, co\-ering about a I 
square foot altogether. 

54- The floor of the chamber, as is well known, is quite disconnected from 
the walls, and stands somewhat above the base of the lowest course. It is very 
irregular in its level, not only absolutely, but even in relation to the courses ; its 
depth below the first course joint varj'ing 229, from 4294 to 4Cy6S- This 
variation has been attributed to the sinking caused by excavation beneath it, i 
but this is not the case; it has been only undermined at the W. end beneath the 
coffer,* and yet the floor over this undermined part is 1 \ inches higktr in relatioa 
to the first course, than it is at the S.E. corner ; and along the S. side where it 
has not been mined it varies ij inches in relation to the first course. In these 
cases I refer to the first course line, as that was the builder's conception of levd ' 
in the chamber, to which they would certainly refer ; but if we refer instead to ] 
absolute level, the anomalies are as great and the argument is unaffected. 

It appears, then, that the floor never was plane or regular ; and that, in 
this respect, it shared the character of the very variable floor of the passage ttut 
led to the chamber, no two stones of which arc on the same level. The passage 
floor, even out to the great step In the gallery, is also inserted between the wall^ J 
like the floor of tlie chamber. 

55. Among [wculiaritics of work still remaining, arc the traces of ij boosesl 
or lugs on the faces of the granite blocks, all on the lower course. Those best 
seen are two on the fourth block of the N. wall, counting from the door ; they 
have been about \2 inches wide and the same high, 14 inches apart, and their 
fiat bottom edges 3 inches from the base of the block (see PL xii.). Tbcy nwy » 
be very plainly seen by holding a candle close to the wall below them; thii J 
I know the hole well, having been down into it more than once 
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shows up the grinding around them, and the sh'ght projection and very much 
less perfect grinding of the sites of the bosses. There is a remarkable diagonal 
drafted line across the immense block of granite over the doorway ; it appears 
not to run quite to the lower corner on the E. side ; but this is doubtless due to 
the amount by which the block is built into the E. wall, thus cutting off the end 
of the diagonal line. This sunken band across the stone appears to have been 
a true drafted straight line cut in process of working, in order to avoid any 
twist or wind in the dressing of the face ; this method being needful as the block 
was too large to test by the true planes otherwise used (see section 135). 

The position of the King's Chamber in the Pyramid is defined thus : N. 
wall at base 3306 ± -8 S. of centre of Pyramid ; S. wall 537*0 ± 8 from centre; 
E. wall (284-4 ± 207) = 3051 ± 30 E. of centre ; W. wall 1077 ± 3'0 ^' ^^ 
centre. Base of walls 16863 to 1688*5 zfc '6 above pavement ; actual floor 1691*4 
to 1693*7 ± '6 above pavement; ceiling 1921-6 to 1923*7 zfc '6 above 
pavement 

56. The air channels leading from this chamber have been already men- 
tioned (see section 24) and reference has been made to PL xi. for the positions of 
their outer ends. The angles of them had not yet been accurately measured, 
and therefore I carefully observed them by a sliding signal and a theodolite. 
The angles on the floors of them at different distances from the theodolite 
station at the present outer ends are thus : — 



N. Channel. 


S. Channel. 


At 84 to 180 


32° 4' 45" 


At to 120 


45- 25' 6" 


180 to 300 


31° 3/ IS" 


1 20 to 240 


45° 30' 7" 


300 to 372 


30° 43' 1 5" 


240 to 360 


45° 25' 57" 


nr 


/ 


360 to 480 


45° 25' 14" 


Mean 


31 33 


480 to 600 


45° 15' 19" 






600 to 720 


45° 7' 42" 






720 to 840 


44" 26' 18" 






Mean 


45° 13' 40" 



For example, on the floor of the N. channel, the angle on the part from 180 to 
300 inches from the mouth averages 31** 37' 15"; this is, of course, quite apart 
from whatever the dip may be from the passage mouth to those points ; and it is 
reduced from the actually observed quantities. The above list of angles are just 
equivalent to observations by a clinometer, sliding to different parts of the 
passage. It is striking that the slope of both passages continuously increases 
up to the outside (except just at the mouth of the S. channel) ; hence these 
quantities, which only extend over a part of either passage, cannot give the true 
mean slope; probably on the whole length the means would not be greater 
angles than 31'' and 44^"* respectively. 

The N. channel has been forced open as a working passage for some way 
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inwards, only leaving the floor and W.side perfect. The channel is now blocked. 
just below the end of the enlarged part, and on working a rod 4} feet into the 
sand, it ran against limestone. The sand in the hole has blown in during gales, 
which sweep up sand like mist. The remains of the original channel show it to 
have varied from 89 to 92 (mean 9-0) in width, and to have been 872 and 874 
in height. 

The S. channel is blocked by sand at 76 feet down. It is not straight in 
the clear length, curving more than its own width to the east ; and the sides 
often shift a few tenths of an inch in passing from one stone to another. These 
details were seen by examining it with a telescope on Feb, 8, and by photo- 
graphing it on Nov. 3, 1881 ; these being the days on which the sun shines 
down it at noon. Its width at the top is 835 and 8-65, and its height 87 to 8-9. 

57. The coffer in the King's Chamber is of the usual form of the earliest 
Egyptian sarcophagi, an approximately flat-sided box of red granite. It has 
the usual under-cut groove to hold the edge of a Hd along tlie inside of the N., E, 
and S. sides; the W. side being cut away as low as the groove for the Ud to 
slide over it ; and having three pin-holes cut in it for the pins to fall into out of 
similar holes in the lid, when the lid was put on. It is not finely wrought, utd 
cannot in this respect rival the coffer in the Second Pyramid. On the outer 
sides the lines of sawing may be plainly seen : horizontal on the N., a small patch 
horizontal on the E., vertical on the S., and nearly horizontal on the W, ; 
showing that the masons did not hesitate at cutting a slice of granite 90 iacfaes 
long, and that the jewelled bronze saw must have been probably about 9 feet 
long. On the N. end is a place, near the W, side, where the saw was run too 
deep into the granite, and was backed out again by the masons ; but this fresh 
start they made was still too deep, and two inches lower tliey backed out a 
second time, having altogether cut out more than A-inch deeper than they 
jntemlcd. On the E. inside is a portion of a tube drill hole remaining, where 
they tilted the drill over into the side by not working it vertically. They tried 
hard to polish away all that part, and took off about iV-inch thickness all round 
it ; but still tlicy had to leave the side of the hole A deep, 3 long, and t •$ wide ; 
the bottom of it is 8 or 9 below the original lop of the coffer, Tbcy made a 
similar error on the N. inside, but of a much less extent. There arc traces of 
horizontal grinding lines on the W. inside. Reference should be made to 
section 129 for the subject of stone-working in general, 

58. The coffer was very thoroughly measured, offsets being taken to 388 
points on the outside, to 281 points inside, or 669 in all; besides taking 381 
caliper measures. 

Before raising it from the (toor to measure the bottom, its place as it stood 
on the chamber floor, tilted up at the S. end by a large pebble under it, was 
observed thus :— 
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N.E. to N. WaU. N.W. to N. N.W. to W. S.W. to W. S.W. to S. S.E. to S. 

Top ... 4770 48-90 53*34 56-50 67-92 [68-6o] 

Base ... 48-35 50-06 53-32 5654 67-62 6806 

S.E. to S. wall in brackets, was taken at 10 below top, owing to breakage 
above that 

On raising the coffer no trace of lines was to be found to mark its place on 
the floor, nor any lines on the floor or bottom of the coffer. 

The flint pebble that had been put under the coffer is important. If any 
person wished at present to prop the coffer up, there are multitudes of stone 
chips in the Pyramid ready to hand. Therefore fetching a pebble from the 
outside seems to show that the coffer was first lifted at a time when no breakages 
had been made in the Pyramid, and there were no chips lying about This 
suggests that there was some means of access to the upper chambers, which was 
always available by removing loose blocks without any forcing. If the stones at 
the top of the shaft leading from the subterranean part to the gallery had been 
cemented in place, they must have been smashed to break through them, or if 
there were granite portcullises in the Antechamber, they must also have been 
destroyed ; and it is not likely that any person would take the trouble to fetch 
a large flint pebble into the innermost part of the Pyramid, if there were stone 
chips lying in his path. 

59. The measurements of the coffer surfaces by means of offsets from 
arbitrary lines, have all been reduced in both tilt and skew, and are stated as 
offsets or variations + and — (/>., in excess or deficiency of stone) from a set of 
mean planes. These mean planes, then, are supposed to lie half in and half out 
of the stone, being in the mean position and direction of the face. The mean 
planes adopted for the E. and W. sides, both in and out, are all parallel ; hence 
variations from these planes represent errors of flatness of the surfaces, and also 
errors of parallelism of the quasi-parallel surfaces. The mean planes adopted 
for the N. and S. ends, both in and out, are similarly all parallel. The mean 
planes adopted for the bottom, both in and out, and the top, are also parallel 
These mean planes of the E. and W. sides, and of the N. and S. ends, are all 
square with the planes adopted for the bottom and top. There is no exception 
from parallelism in the system of comparison planes ; and but one exception 
from squareness, in that the N. and S. planes are not adopted square with the 
E. and W. planes. There was such difference from squareness in the work, that 
to make the planes square with each other, would have altered the offsets so 
much as to disguise the small curvatures of the faces ; and adopting the planes 
slightly out of square, makes no difference in taking out quantities of length, 
surface, or bulk, from the tables of offsets. 

The mean planes to which the coffer surfaces are referred here, and from 
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which the actual surfaces differ by an equal amount + and - 
dimensions : — 



, yield the following 



N. end thick 
Inside length 
S, end thick 



5-67 

78-06 

5-89 



E. side thick 
Inside width 
W. side thick 



5-87 
26-81 
5-82 



Outside length 89-62 Outside width 38-50 



Inner depth 
Base thick 



Outer height 
Ledge depth 



34-43 
689 



4>"3i 
170 



The vertical planes all square with the horizontal ; but N. and S. planes cut 
E. and W. planes at 89° 47' at N.E, and S.VV. corners, and at 90* 13' at N.W. and 
S.E. corners. 

For convenience of reference the whole coffer was divided by imaginary lines 
or planes, 6 inches apart in each direction, and represented by rows of chalk 
spots during the actual measurements. Thus at the S. end the first vertical 
plane across the coffer from E, to W. is A, through the midst of that end ; the 
second plane is B, which passes 3 inches clear of the end ; tlien C ; and so on to 
O, which is 3 inches clear of the N. end ; and P the last line, through the midst 
of the N. end. Then at the W. side the first plane is a, the second 0. an inch 
clear of the side, then 7, S, i, t, an inch clear of the E. side, and q through the E. 
side. Then vertically the plane A is 4 inches above the inside bottom, and 
c, d, e, /, are at six-inch intervals ; occasionally, in the most perfect parts, 
another line, ^, could be measured on the outside, just at the top. The inside 
plane, a, was taken at only 3 inches below b, or r inch over the bottom ; but the 
outside plane, a, was taken the full six inches below b, f>., 4 or 5 inches abo\-e 
the outside bottom. In taking means in the inside the offsets to a are only 
allowed half weight, as they belong to a much shorter space than the others; 
they ought, theoretically, to have even less weight, but as the inner planes 
gather in rapidly, just at the bottom below a, this half weight probably gives 
the truest results. 

Having, then, adopted the above mean planes for the sides, and divided 
them for reference at every six inches, we can state all the variations of the 
actual surfaces as being either + (/>., an excess of stone beyond the plane) 
or — (i>,. a deficiency of stone), either inside or outside the coffer. 

These variations are as follow, stated in hundredths of an inch : — 
Souih end North end. 



TopL 



J 



-4+1 + 1 



< +3 

7+10 + 8 + 8+4+3 

' +n + 7 +14 +5 +1 -I - s - " - • -'o -I 

* +14 + 8 +11 +9 +1 -7 -13 -14 -16 -u -1 
« I+17 +10 +10 +9 +6-3-8 -II -13 -13 -I 

* ;+jo +10 + 9+9+3-4 — 9 —10 -U —I* — ! 
*,+ai +10 + 9 o-6-8-9-«-6-a + 



- I - 3 -- ... 
-I o + I - I 

-«- S + 3+ 5 
-" - 8 + I + 1 

— 10 — 6 o + J 

-7 + 8 +13 

+10 +17 +>6 +JI 
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South end. 



Top. 



East 
outside. 



A B 

V?! much 
/ broken 
^j away 

^-13 -" 

— 12 —II 

— 12 —12 

— 9 - 9 



D 



c 
b 



• •• 


-7 


-5 


-4 


-8 


-6 


-5 


-3 


-7 


-5 


-4 


-3 


-8 


-7 


-5 


-3 


-8 


-7 


-4 


-4 


-7 


-4 





+1 



-3 
—2 

o 



North end. 

H J K L M N O P 

+5 +8 +9 +9 ••• 

o +1 +2 +4 +7 +7 +7 +9 

o 0+2+2 +5 +5 +4 +7 

+1 +1 +3 +2 +5 +5 +5 +8 

-2 +1 +1 +2 +2 +6 +6 +5 +8 

-I +1 +1 +2 +3 +7 +7 +7 +8 

+ 1 +2 +3 +4 +5 +8 +8 +5 +6 



West side. 



East side 



op. 



North outside. 



Base. 





a 


fi 


y 


^ 


c 


: 


1 


g 


• • • 


+39 


+35 


• • • 


• • • 


+21 


• • • 


f 


+35 


+31 


+29 


+21 


+21 


+20 


+18 


e 


+ 16 


+ 9 


+ 3 


— 2 


+ I 


+ 7 


+13 


d 


+ 13 


— 2 


-14 


—21 


-15 


- 6 


+ 2 


c 


+ 5 


+ 2 


— 10 


-17 


- 9 


— 2 


+ 3 


b 


- 3 


— 3 


- 3 


- 9 


- 8 


- 4 


+ 2 


a 


— 6 


— 12 


—20 


-36 


-27 


- 4 


+13 



Top. 



South outside. 



Base. 



West side. 



5 

e 
d 
c 
b 
a 



fi 



East side. 



• • • 


... 


• • • 


• • • 


• • • 


■ • • 


• r« 


— 12 


- 7 


+ I 


+ 2 


+7 


+24 


+34 


— 12 


— 12 


"■ ? 


- 4 


+3 


+22 


+34 


— 21 


-24 


-16 


— II 


—2 


+22 


+37 


-25 


-27 


—21 


-15 


+1 


+22 


+4 J 


-27 


-30 


— 20 


-»4 


-4 


+26 


+47 


— 22 


-32 


-16 


-13 


—2 


+29 


+54 



South end. 
A 



West 



Bottom 
outside. 

East 



B 



la 

n 






n 



G H J 



K 



North end. 
M N O P 



+ 15 +15 +17 +13 +12 +16 +11 + 5+1-7 + 9 + 4 



... +20 +15 +16 + 9 +14 + 4 + 6—1 — u 
... +22 +22 +19 + 8 + 8 — 2+1—4 — 9 
+ 10 +17 +21 +17 + 3 — 3 — 4 — 6 —II -16 
+ 9 +17 +12 + 9 + I - 8 - I -II -13 -25 
+ 13 + 7 +12 + 4-2-6-7 -12 - 8 -17 
-8 + 8+5 + 4-7-5-8 -13 -12 -10 



3 + 4-1 
18-4-8 

15-9 -12 

12 —10 —15 

12 —20 ... 

14 —15 ... 



South end. 



North end 



Top. 

West 
in- 
side. 





B 


C 


D 


E 


F 


G 


H 


J 


K 


L 


M 


N 





/ 


+ 3 


+ 5 


+ 1 


+ 5 


+ 10 


+ 11 


+ 12 


+ 14 


+ 16 


+ 15 


+ 13 


+ 12 


+ 12 


• 


— I 


+ I 


-3 


+ 3 


+ 4 


+ 4 


+ 3 


+ 5 


+ 10 


+ 12 


+ 10 


+ 9 


+ 8 


d 


+ I 


— I 





+ I 


+ 3 





- 5 


- 5 


— I 


+ 8 


— I 


+ 10 


+ 12 


c 


— I 


— 2 


—2 





— I 


— II 


-17 


-16 


— 12 


— 2 


- 4 


+ 10 


+ 7 


b 


+ 4 


— I 


-3 


— 2 


— II 


—22 


-28 


-27 


-18 


- 7 


- 7 


— 10 


+ 4 


\ « 


+ 19 


+14 


+8 


- 5 


-19 


-27 


-33 


-34 


-24 


- 7 


- 8 


+ 7 


+ 6 
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Top. 
East 





B C 


D 


E 


F 


G H J K 


L M N O 




- S + 1 


+ > 


+ 7 


+ 7 


+ 7 +4 + J + i 


+ 3 -la - ■ + I 




- 5 + I 


+ 1 


+ 4 


+ b 


+ 7 +3 +4 +4 


+ 4 + 3 - I - 1 




- 4 + a 


+ 4 


+ 4 


+ 1 


_ , _ 6 - s - 4 






-6+1 


+ 1 


+ 1 


+ ? 


+ I - 7 — ' -ri 


- 3 - 3 - I o 






+ 1 


+ 3 




+ IO - a -la -i6 


_ 9 _ 5 _ a - I 

+ 3 + 6 + 5 + * 


a 


o + 3 


+ 3 


+ 1 


+ S 


+ 10 - a -lo - 8 



West side. East side, | 




B 7 i • CI 


Top. / 


o _ ; + , + 1 + 4 






Nonh d 




inside. ' e 




h 


+ i; + I - I - t +2 


Base.V a 


+IO +i6 +18 +to o 



West side. 

y 



+ 




o 


- I 

- 4 

- 1 
+ a 
+ 4 

+ 34 


- ' 


+ a 
+ 17 


+ 
+ 




- 3 

+ 1 
+ '3 


+ a 
+ 4 
+'3 







BCDEFC HJ 


K 


L M N 





WML 


fl 


-1-3 + S 0-4+I+8 + S 


+ I 


+10 + 9 +11 


+ 4 




r 


-8-5-3 -l8 -5 o-a + i 


- 5 


- a + S + ' 


e 


inside. 




_5_6-4-i + a+a+3 o 




0+1-3 


+ 7 




+ 11 -9 + 9 -6 + 6 -13 -2-1 


- J 






East. 




+ 3 + S + 3 + 3 + s +19?+ 3 + 1 


+ 11 


-4+1 - S 






B C 



1 



North c 



[oj 1+'"] I+4J l+aJ 1+4] [+5] [+411+7JI+61 1+*] I+Sl [+«][+83 

... 'jOF^U in hndtels tre Iiom pcnnuaa ibecni out ledge, i>i«H I '70 ... [c 

inchei, which it Ihe mean level of the (edge below ^Ucent pointi ... (+1 

... of the remiiaiT^ top : thus ratorinf; the top u oeartV u m>jt be '~^ 

Itoid the ledge. Tbe wlukl lop onl* rcTDuni at lii poinii) 

l-4ll-.l[-il W[+<! W 

actual lop ... —4 —4 a -fi 



I 



If, for example, the length of the E. side of the coffer is wanted, from the 
foregoing tables, at the level of </, halfway up ; on rcfcrriog to" North outside" 
and " South outside " it will be seen that at J on East side the coflcr is in 
excess of tlic mean length by +02 on N. and +-37 on S. ; adding these lo the 
mean length (89-62+ ■02+-37)=90-oi is the result for the E, outside of the 
coffer half way up. Similarly at 8 tochcs under the lop on the same side, at 
/ it is (89'62-|-'i8+*34)=50)4 in length ; or at 4 inches above the bottom 
{which is about the lowest point uninjured) it is at a (8g-63+-i3+*54)=9o'29 in 
length. Or if the inside width is wanted, half way up the N. end, at J ; referring 
to " West inside" and " East inside." at North end, rf level, it is seen to be the 
mean inner width, 26-8i.-i2 on W., +02 on £. = 2671 ; the signs being, of 
course, revtrsed in adding tHUmat offntiA tcgttlur. Similarly at the middle of 
the length of the coffer (H, d) the intcmal width is 26-81 + -06 + -05 = 26-92 
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If the thickness of the middle of the bottom is wanted, referring to " Bottom 
outside " and " Bottom inside," at H, 8, it is seen that the mean thickness, 689 
is changed by - -04 and +-02, and it is therefore 687 thick at that point. Or 
if the thickness of the middle of the N. end is wanted at d and S, referring to 
" North outside " and " North inside," it is seen to be (567 - 21 -|- o) = 5'46 ; 
or the middle of the N. end at the top is (5-67 + 21 + -oi) =5'89. Thus 
the dimensions internal or external, or the thickness of any part, can be easily 
extracted from the tables by merely adding the corresponding offsets to the 
mean dimension. 

60. The thicknesses of the sides, however, are involved in the measurement 
of the cubic bulk of the coffer, and therefore need to be very accurately known, 
in order to test the theories on the subject. And by the above method the 
thickness is dependent on the combination of many separate measures, and 
is, therefore, subject to an accumulation of small errors. To avoid this 
uncertainty, the sides were independently calipered ; observing at every six 
inches, on the same spots on which the offsets were read. And it is to these 
caliperings which follow that I would mainly trust for determining the solid 
bulk of the coffer. The thickness is stated in hundredths of an inch. 



South end. 



North end. 
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B 


C 


D 


E 


F 


r. 


H 


I 


K 


L 


M 


N 





r 


S98 




S87 






604 










600 


599 


59i 




SQi 


597 


<»-K 


579 


SK6 


S«4 


SKo 


579 




5K5 


590 


590 


597 


d 


M"! 


SQi 


■;<M 


S90 


S73 


^68 


S6i 


S6. 


S70 


S77 


581 


S89 


547 


c 




S^ 


Sq2 


^88 


S76 


"ifii 


555 


5S1 


559 


571 


579 


59' 


596 










S82 


S61 


';4» 






111 


S 


587 


594 


m. 


« 


C17 


6[3 




S82 


S7b 


557 


548 


576 


too? 


619 



[eans 598 

South end. 



S95 591 586 579 S72 5^4 570 573 



581 590 S9S 598 
North end. 



lick- t 
sot I d 



East 
Base. I 



Top. 
Thick- 
ness of 
North 

Base. 

Means 



... 


... 






594 


594 


594 


594 


596 




582 


600 


197 




S«1 


!«7 


«<! 


WT 


594 


595 


597 


595 


■i96 


S96 


594 


595 


S7S 


S8! 


S88 


(89 


S97 


587 


5»6 


586 


591 




597 


596 


596 


S71 


(8. 


«7 


(87 


592 


599 


584 


581 


58. 




591 


596 


596 




«, 


(86 






597 


591 












596 


591 


S87 


592 


591 


S98 


003 


597 






597 




599 


6.3 



575 58s 588 S90 594 593 S90 



589 593 593 596 597 



r f 


596 


581 


589 


589 


595 






56. 


564 


5»o 


571 




569 


548 


549 


55' 


559 




564 


551 


551 


560 


567 




567 


561 




561 




\a 


S80 


578 


5*3 


S6. 


570 




574 


563 


S6i 


S64 


573 



Top. 


f 


101 


505 






... 








585 


S88 










\^1 


575 


572 


5H7 




South 




164 






SK8 


60.1 


end. 




;62 




176 


537 


6og 




** 


584 


595 




6.5 


638 



THE INSIDE OF THE GREAT PYRAMID. 



[Chtfi. Hi. 



From these caliperlngs the mean thickness of each of the sides, as compared 
with the results of the offsets, are thus : — 

Bj Colipen. By OffscU. Difference. J 

(N. 5-67 567 o I 

(,W. 5-84 S'82 — 1>2 

Hence there appears to be a constant error of — "Oi on an average, making 
the result of the thickness by the offsets to be less than the truth. This may be 
due to a tendency to read the offsets too large, or else possibly to a slight 
skewing of the calipers, as 3° skew would make this difference on 6 inches. 

To compare in detail the results by calipers and offsets, over a small space, J 
let us take the thickness of the N. end, along the lines c and d, which arc near'l 
the mid height : — 



Atd 



At c 



{by offsets . 
by calipers . 
{by offsets . 
by calipers . 



/3 

5*5 
569 


7 

551 
5-48 


t 
S-46 
549 


55 ■ 
SS3 


556 

559 


5*6 
5*4 


554 
553 


S-49 
551 


559 
5-60 


5<4 
5«7 



Thus the mean difference between the thicknesses as ascertained by the two 
methods is 033, with a constant difference in one direction of -oiz on ma 
average. The spots observed on tn the two methods were not always exactly 
identical; and so some difference may be due to waves of short length in the 
surface of the stone. 

In stating the offsets on the top, the mean plane adopted is not the simple 
mean of all the offsets, but the mean of diagonally opposite pairs of offsets, so 
far as they can be taken. This is necessary in order to obtain a true result, as 
otherwise (the top being broken away all at one corner) any great tilt that it 
may have had. in relation to the base planes, would %-itiate the result 

61. From the foregoing data the cubic quantities may be calculated of a 
simple rectilineal box, omitting all notice of the attachments for the Ud, 
employing the mean planes : — 
Contents =72^30 ; solid bulk=7o,SOO ; volume over all, 142,530 cubic inches. 
Or by tlie caliper results, instead of the mean planes, the bulk is ^ more, and 
the contents probably about i;^ less ; hence the quantities would be — 

Contents=7i,96o; solid bulk = 70,630; volume mcr all, 142,59a 
These quantities have a probable error of only about 60 cubic inches 00 
contents and volume, and 100 inches on the bulk. The bulk of the bottom 
b=:23,830 ; and hence one side and end is on an averagc=23,335. Dulk of 
bottom X 3 is tlicn=7i490 ; and | x bulk of sides and cnds^/o^ooo, subject to 
about too cubic inches probable error. 
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62. The spaces, or "chambers of construction," as they have been called, 
which lie one over the other above the King's Chamber, are entered from a 
small passage which starts in the E. wall of the gallery, close under the roof. 
This is apparently aa original passage, and leads into the lower chamber ; the 
other four spaces above that can only be entered by the forced ascent cut by 
Col. Howard Vyse. This latter passage is not so easy to gp up as it might be, 
as it is nearly all in one continuous height, so that a slip at the top chamber 
means a fall of thirty feet ; and as there are no foot-holes, and the shaft is wide, 
and narrows upwards, an Arab guide of Dr. Grant's refused to venture up it, 
alleging that he had a wife and family to think of. Ali Gabri, however, was 
quite equal to the business, and held a rope ladder to help me, which he and I 
together held for Dr. Grant 

The mouth of the passage out of the top of the gallery is 26*3 wide 
horizontally at top, 26*2 at base, the S. side of it being formed by the topmost 
lap of the S. end of the gallery. The top and base of the mouth follow the 
slope of the gallery, the top being the top of the gallery, and the base the 
bottom of the topmost overlapping ; thus the mouth is 29*4 high, square with 
the gallery. The rough passage is 2Z\ wide, 32 inches high, and over 20 feet 
long. 

All these chambers over the King's Chamber are floored with horizontal 
beams of granite, rough dressed on the under sides which form the ceilings, but 
wholly unwrought above. These successive floors are blocked apart along the 
N. and S. sides, by blocks of granite in the lower, and of limestone in the upper 
chambers, the blocks being two or three feet high, and forming the N. and S. 
sides of the chambers. On the E. and W. are two immense limestone walls 
wholly outside of, and independent of, all the granite floors and supporting 
blocks. Between these great walls all the chambers stand, unbonded, and 
capable of yielding freely to settlement This is exactly the construction of the 
Pyramid of Pepi at Sakkara, where the end walls E. and W. of the sepulchral 
chamber are wholly clear of the sides, and also clear of the sloping roof-beams, 
which are laid three layers thick ; thus these end walls extend with smooth 
surfaces far beyond the chamber, and even beyond all the walls and roofing of 
it, into the general masonry of the Pyramid. 

The actual dimensions of these chambers are as follow : — 
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But these dimensions are merely of the rough masonry ; and some lengths I 
could not be measured owing to the encumbrance of blocks of stone and rubbish] 
left in the chambers from Vyse's excavations. 

63, In the first chamber the S. wall has fallen outwards, dragging 
some of the roof-beams, and breaking other beams at the S.E. corner. Tlie 
E. and W. end walls have sunk, carrying down with them the plaster which bad ' 
been daubed into the top angle, and which cracked freely off the granite roofing- 
On the E. end one block is dressed flat, but all the others are rough quarried. 

In the second chamber are some bosses on the N. and S. wall stones ; and 
several of the stones of the N. wall are smoothed, and one [xilished like those 10 
the King's Chamber, seeming as if some spare blocks had been used up here. 
The S.E, comer shows cracks in the roof 52 wide. The masons' lines, drawn ia J 
red and black, are very remarkable in this and the upper diunbers, as thcyfl 
show, to some extent, the methods of working. Some of the lines in this^ 
chamber, dra^\'n in red on the S. ivall blocks of granite, arc over some of the 
plastering, but under other parts of the plaster. These lines, therefore, were 
drawn during the building, and while the plaster was being laid on, and slopped 
like whitewash into the joints. The red lines arc always ill-defined and broad, 
about ^to ij inch ; but, to give better definition, finer black lines were ortm 
used, either over the red or atone, about i', inch wide. On the S. wall, starting 
from a drafted edge on the W. wall, 4 inches wide, there is a vertical masonV J 
line at 22-3, a very bad joint at 5 1 5, another line at 705, another at 4358, anttfl 
the E. wall at 4718. Thus the two end lines arc 4I3-5 apart, evidently j 
intended for the length of the King's Chamber below them, and define the 
required limits of this upper space. On the E. wall is a vertical mid-line drswa, 
with a cross line and some signs ; from this mid-hne to a line at the S, end is 
101*8, and to a line at the N. end of the wall is (OS'S; ; total, 20465, intcndedj 
for King's Chamber width. There is a large cartouche of Khnumu-KhuTu, 
nearly all broken away by Vyse's forced entrance ; but this and 
hierog1\-ph!i need not be noticed here, as they have been already published,! 
while the details of the masons' marks and lines of measurement have t 
neglected. 

In the third chamber, the N. and S. sides are of granite as before; but 
they rest on pieces of limestone, put in to fill up hollows, and bring them up to 
level : this showing, apparently, that the stock of granite supporting blocks had 
begun to run short at this stage of the building, and that any sort of jmcccs 
were used up, being eked out by limestone, which in the upper chambcn 
supplied their places altogether. The flooring beams are vcr>' unequal in depth. 
and hence the sides of many of them arc exposed, and show us the masons' 
marks. On the 1st beam from the E. end is a mid-line on the \V. face at g8 
^ the S. On the 4th beam is a mid-line on the E. face, 1028 to N., and lOl 1 
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to S. On the 6th beam is a mid -line on W. face, 100 to N. and 101-5 to S.; 
these N. and S. ends being merely the rough sides of the chamber. There are 
two bosses on the S. side of the chamber. The chamber sides are much slopped 
over with liquid plaster. On the N. side is a vertical line on the western 
granite block, over the edge of a limestone block beneath it, apparently to show 
the builders where to place it. From the W. end of the chamber this line is at 
10 inches, joints at 210 and 246, a red line at 260, chamber end at 479 (?), and 
end of granite blocks at 503. 

In the fourth chamber the supporting blocks along the N. and S. sides are 
all of limestone, and are much cracked and flaked up by top pressure. The great 
end walls, between which all these chambers stand, have here sunk as much as 
3 inches in relation to the floors and sides ; as is shown by the ledges of plaster 
sticking to them, which have originally fitted into the edges of the ceiling. The 
roof-beam by the forced entrance has been plastered over, then coloured red, and 
after that accidentally splashed with some thin plastering. Along the N. wall, 
from the E. end of the floor as o, there is a line at 378, another at 58*5, another 
at 450*6, and the W. end at 481 : thus the extreme lines are 41 28 apart, with a 
supplemental line at 207 from one of them. This last was probably put on in 
case the end line should be effaced in building, so that the workmen would not 
need to remeasure the whole length. One stone, 65 inches long, has a mark on 
it of "3 cubits." On the S. wall, from the E. end=o, there is a line at 326, 
another at 3847, another at 446*5, and the W. end at 467 ; here the extreme 
lines are 413*9 apart, with a supplemental line 6r8 (or 3x20*6) from one end. 
Along both sides of the chamber is a red line all the way, varying from 206 to 
20*2 below the ceiling ; with the vertical lines just described crossing it near 
each end. Remembering the Egyptian habit of building limestone courses in the 
rough, and marking a line to show to where they were to be trimmed down level, 
this line seems to have been put on to regulate the trimming down of these lime- 
stone sides; either as a supplemental line, like those one cubit from the true marks 
on the granite beams, or else placed a cubit lower than the trimming level, in 
order that it should not be effaced in the cutting. On thej E. floor-beam is a 
line 986 from the S. end. On the third beam is a line 100 to N. and 962 to 
S. end. On the 4th beam a line 98*3 to N., and ioo*6 to S. end. On 
the sixth beam a horizontal line running all along it, with a mid-line 980 
to N. and 98*1 to S. end ; and a supplemental line at 20*3 to 206 
from S. end. On the other side of the beam a line is at 98* i to N. and 
96 to S. end. The rough tops of the floor-beams of this chamber show most 
interestingly the method of quarrying them ; exactly as may be seen on the 
rough tops of the granite roofing inside the Third Pyramid. On the top of each 
stone is a hollow or sinking running along one edge ; and branching from this, 
at right angles across the stone, are grooves 20 to 25 inches apart, about 4 
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wide, and i\ deep. These seem to show that in cutting out a block of granite, 
a long groove was cut in the quarry to determine the trend or strike of the 
cleavage ; and then, from tJiis, holes were roughly jum^Kd about 4 inches 
diameter and 2 feet apart, to determine the dip of the cleavage plane: This 
method avoids any danger of skew fractures, and it has the true solidity and 
certainty of old Egyptian work. 

In the fifth or top chamber, the width is quite undefined ; and wc can only 
say that between the points where the sloping roof-slabs appear is 247 inches. 
The roof-slabs have separated at the apex 155 at E. end, and 10 at W. end. 
The end walls are very rough, being merely the ma-tunry of the core On the 
second floor-bcatn are two horizontal lines JO'G to 307 apart, with three vertical 
lines across them, 1031 and 1035 apart. They have triangles drawn in black on 
both the vertical and horizontal lines, the triangle on the horizontal being I3'5 from 
the end vertical line, and therefore not apparently at any exact distance along 
it. On the fourth beam from tlie E. is a horizontal line on its W. side, with foitr 
vertical lines: these are a mid-line, others at J03 6 and 102'6 from it, and * 
supplemental line 200 from one of these. On the E. side of tlie same is a 
horizontal and three vertical tines ; the two end ones 2063 apart, uhI a 
supplemental line zix) from one end. Both of these horizontal lines have* 
small black triangle, with one side on the line. The third beam from the E. has 
four verticals, with a triangle beyond the last These are 1033 and I03-2S from 
a mid-line, with a supplemental line 20-9S from one end. The E. beam has five 
verticals, I03-0 and 1027 from the mid-line, with supplemental lines at 2QrJ and 
194 from the ends ; it has also a horizontal line, with a large red triangle on the 
lower side of it, and a smaller black triangle inside the red. On the S. side is a 
line 293 from the W. end. apparently one terminal of the 4i2-inch length. The 
roofing-beams arc all numbered, beginning at the W. end of the N, side, going 
along to the E., turning to the S. side, and so back to the W. end. The numbers 
visible on the undcr-sidcs of the beams are 4, )8, 21, and 23 ; probably the 
numbers of the others are on the sides now covered. 

From all these details of the lines, it seems that the roofing-blocks had 
usually a mid-line and two end lines marked on their sides as a guide in placing 
them ; and, in case of obliteration, extra lines were provided, generally a cubit 
(20'6} from each end, but sometimes at other points. Tlic horizontal lines were 
probably to guide the workman in cutting the straight under-sides of the beams • 
and it would be desirable to measure through some cracks to find their distances 
from the ceiling side. The flooring of the top chamber has large holes worked 
in it, evidently to hold the butt ends of beams which supported the s 
roof-blocks during the building. 
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64. General summary of the positions inside the Great Pyramid : 

Horizontally. ) Vertiolly. 



Beginning of entrance 

S. end of entrance passage 

S. end of N. subterranean passage 
Subterranean Chamber, centre ... 
N. end of S. subterranean passage 
S. end ,9 »y tt 

Beginning Ascending ,» 

End of 9t »f 

Queen's Chamber, N.E. comer ... 
„ „ mid. W. roof... 

Gallery, virtual S. end, floor 

Galleiy, top of step face 

Antechamber, N. end, floor 

„ S. „ roof 

King's Chamber, floor 

„ „ N.E. wall base 
»f n roof. 



From N. Base. From Centre. 



524*1 ± '3 
4228* ±2- 



4574- 

4737* 
4900- 

5546- 

ISI7'8± 

29073 ± 



±2' 

±2- 

± 2- 

±3- 



4402*1 ± -8 

4533'8± -8 

4595*8 ± "9 

4534-5 ± -9 

46470 ± '9 

4763*9 ± -9 

486s oi -9 

48647 ± .9 



N. 4010*0 ± '3 



N. 306* 

S. 40* 

S. 203- 

S. 366- 

S. IOI2' 

N. 3016-3 ± 
N. 1626-8 ± 



±2- 
±2- 
±2- 
±2- 

±3- 

'I 

•8 
•8 

•9 



E. from Centre. 



N. I02*0± 

N. •3± 

S. 6i7± 

S. •4± -9 

S. 113 7 ± '9 

S 229*8 ± '9 

S. 330*9 ± '9 

S. 3306 ± '9 



mid. 287*0 ± -8 
mid. 286*4±i' 
mid. 286'3±i* 
mid. 2$ '9 ±2* 
mid. 284'9±i* 
mid. 277*1 
mid. 286-6 ± -8 
mid. 287- ±1*5 
side 308- ±3- 
side 72* ±3* 
mid. 284-4 ±3* 
mid. 284-4 ±3' 

same? 

same? 
mid. same ? 
side 305 -01 3* 



Above Pavement. 



+ 668-2 ± -I 
-Il8l- ±1- 
-1178- ±1- 
-1056- ±2* roof 

-1219- ±1-5 

-1213- ±2* 
+ 1799 ± '2 

+ 8s2-6± -3 

+ 834-4 ± -4 

+ 1078-7 ± -6 roof 

+ 1689-0 ± -5 

+ 1694-1 ± 7 

+ 1692-6 ± '6 

+ i84i*5± -6 roof 

+ 1692-8 ± -6 

+ 1688-5 ± -6 

+ i92i-o± "6 

to 19237 ± '6 
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CHAPTER VIII. 
THE OUTSIDrf"OF THE SECOND PYRAMID. 

65. The casing of the Second Pyramid is dtffcrenl in its arrangement 
that of the Great Pyramid, as already mentioned (section 15). The lowest two 
courses" of the casing are of granite, very well preserved where it is not 
altogether removed. In order to avoid the risk of working an acute angle (or 
the lower edge of the bottom course, the builders made the face drop down for 
some depth vertically from the edge of tlie slope, building the pavement against 
the vertical face (see PI. xii.). Thus no edge of the block was sharper than a 
right angle, and the two outer edges top and bottom were considerably over a 
right angle, and therefore not liable to injury. But by so arranging it they required 
the vertical foot of the casing to be as high as the pavement thickness, or cl-« 
to be raised ; and as the pavement must not be too thin, for fear of cracking, 
and also as they did not wish to be limited to the exact amount of surplus that 
formed the vertical foot ; they therefore cut the rock to support the casing- 
blocks at a higher level than that for the pavement bed. The result is that 
tliough both casing and pavement may be destroyed, there still remains a raised 
square of rock, standing some inches above the surrounding surface, and 
marking out the original extent of the Pyramid. An arrangement which was 
thus far more permanent than that of the Great Pyramid, where the casing and 
IMivement, if once removed, leave behind no evidence of their site. The nattim 
of this arrangement can be easily examined at the W. end of the S, side, where 
a block of casing remain.s slightly shifted at one side, but otherwise in situ; it 
rests on the raised square of rock, and has the S.W. comer of the raised square 
within a few yards of it, showing the relationship very plainly. 

Accordingly I did not waste labour by needing to search for actual casing 
stones under the high rubbish heaps, in the midst of the sides ; at which points, 
moreover, the casing would not define the direction of each side. 1 merely 
required to uncover this raised square of rock, at places near the end* of each 
side, and I also obtained the comers at the N.U., S.K., S.W. At the N.W. the 
whole rock is dressed fiat, the pavement having been the same thickness as the 
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casing foot, but the raised square is found a short way from this corner along 
each side. 

^, Having, then, found and fixed twelve points of the sides, the actual 
corners of the square were adopted as being probably the most accurately 
executed points, to define the intended size ; and they (with the points near the 
N.W. corner) yield a square of the following size : — 





Length. 


Difference from mean. 


Azimuth. 


Diflf. from mean. 


N. side 
E 

w. ,. 


84719 
84752 
84769 

84755 


— 30 inches 
+ -3 

+ 2-0 

+ -6 


-5' 31" 
-6' 13" 

- 5' 40" 
-4' 21" 


- 5" 
-47" 
-14" 
+65" 


Mean 


8474-9 


IS 


-5' 26" 


33 



>1 



» 



The various other points of the square of rock that were fixed, differ from the 
above square but little. 

At 425 N. of S.E. corner, the edge is 26 inside the square. 

At 720 W. of „ „ „ -2 

At 367 E. of S.W. „ „ 7 

At 330 E. of „ „ „ -2 

Thus there is a mean variation of '9 inch from the adopted square. 

But beside this there is the casing still remaining on the upper part of the 
Pyramid ; and the lowest corner of this casing at each edge of the Pyramid was 
observed on in the main triang^lation by the lo-inch theodolite. Hence there 
is another check on the raised square. Taking, then, the differences between 
the comers observed on, and the diagonals of the raised square, these differences 
of the casing are thus : — 

N.E. +17; S.E. +-6; S.W. +3; N.W. +-3 ; mean +7 inch. 

From this it is seen that the builders skewed round the planes of the casing as 
they went upward ; the twist being + 1' 40" on the mean of the sides ; so that it 
IS absolutely — 3' 50" from true orientation at the upper part. But it must be 
remembered that these differences include the errors of recognising the same 
point of a stone, by natural markings without any definite signal or station, and 
viewed from different directions at about \ mile distance. 

The collateral evidence, then, confirms the position of the square, as first 
stated. 

6t. For the angle of slope of the faces, the direct measures by goniometer 
and level on the granite in situ gave 53^ 12' ± 2', but by measurement from 
plumb line 53^ 2' ; the block has been slightly shifted, but the top surface only 
varies i' from level, being high on the outer edge. By goniometer measures of 

O 
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24 blocks, both of granite and limestone, lying around the PjTamid. the mean is 
Si** 14' ± 5' ; and though this involves the assumption of horizontal courses, if 
this be taken as the angle of slope, yet it agrees so closely with the casing in 
situ, that probably 53" 10' ± 4' will be the best statement. 

Hence the height will be 5.664 ± 13 inches. 

68. The lowest course of casing was of granite, and is 4r52 ± -05 high, 
vertically, from the top to the base of its slope, and its vertical face below 
that 1 1 high, as measured at the S.W. The raised square of rock at the S.W . 
under this casing, is only i'3 to 19 above the pavement bed ; at the SAV. comer 
it is 98 high ; at the S.E. corner, 2-3 to 28 high ; and at the N.E. o to 4J high. 
All along the edge of it are holes, rudely rectangular, beginning in the pave- 
ment bed, and sloping deeper down into the raised square, where they end 
vertically. Their average size is 10 inches along the rock edge, the sloping 
bottom beginning 10 inches outwards from the rock edge, and running 5 inches 
into it, with a depth there of about 4 inches ; distance between one hole and 
anotlier 12 inches. These holes arc evidently intended to allow space for the 
ends of crowbars or beams used in placing the casing in position. 

The upper part of the Pyramid was cased with Mokattam limestone, of a 
rather different quality to that of the Great Pyramid ; it is grayer, harder, more 
splintery, and of not such a regular and certain fracture. 

Where some foundation stones had been removed, low down under the S.K. 
socket, a coin of Sultan Hasan, 1347-1361, was found in clearing the sand in 
1881. As the mosque of this Sultan is said to have been built with stones from 
the Pyramids, this coin rather suggests that some stones were removed for that 
purpose from the base of the Second Pyramid. The casing in general, however. 
was .said to be still in its place in the time of Palerma, 1581, and of Albtnus, 
1591 ; though in Sandy's view, 161 1, only the present cap of casing is shown. 

The lower part of the Pyramid core, all round, is of rock ; unmoved, but 
hewn into shape ; higher on the W. and lower on the E. side. Above this lie 
two or three courses of huge blocks of Gizeh rock, much larger than those 
brought from the Mokattam quarries on the E. bank. 

The heights of the lower courses, and position of the rock, and rock 
blocks, are as follow : — 



1 

I 



N.E. 


S.E. 


S.W. 


K.W. 


4S8-0 


4S7-0 


4S7-S 


4580 


4380 


4370 


437-S 


437'0 


416-0 


416-0 


416-S 


4170 


381-0 


381-0 


381-S 


381-0 


340-0 


3400 


340-0 


3400 


391-5 


39S'0 


293-0 


292-0 


3425 


34S-0 


243-5 rock blocks 


350^5 lock bloda 




21310 


307-5 .. .. 


220t> ,. „ 
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N.E. S.E. S.W. N.W 

193*5 ••• ••• 2iooledf^e 

179*0 179*5 rock blocks 170*0 rock top 
1 59*o rock blocks 1620 rock blocks ... 

1430 „ „ 142*5 rock top 1330 

136-0 „ „ ... 132*5 127*0 ledge 

74*5 rock top 78*5 rock top 86*5 850 

62*5 ... 41-5 375 

o pavement 00 o 
— 14*5 raised square — I i*o raised square-io*5 raised square 

— 18 (?)paving bed ... -20 paving bed — 23*5 paving bed 

— 52*5 rock 

These series of measurements were not levelled together, but are only 
adjusted, so that they represent the builder's intention, though not his errors of 
level. It is seen that though the courses are not very regular in thickness, yet 
the loth course at 20 cubits level (416) runs all round ; and the 5th course is at 
10 cubits level (207*5) on S.W., and at the ledge (/>., casing back) at N.W. 
The first course is 2 cubits high (41*5) where seen at S.W. 

69. The pavement around the Pyramid was sunk slightly in the rock, and 
the edges of its bed were found near the N.W. corner. They were 528*8 and 
527*9 distant from Pyramid base on the N., and 530*9 on the W. side. This is 
just about the same as the most usual breadth of the Great Pyramid pavement 
bed. Vyse reports finding 432 inches breadth of paving still in existence. 

70. The whole site of the Pyramid is artificially levelled ; it is cut into the 
sloping rock of the hill-side, deeply on the W., and less along the N. ; it is built 
up at the N.E. to support the pavement, by a platform of immense blocks ; and 
at the S.E. the rock falls rapidly away and has probably also been built over, in 
order to level it up for the pavement. 

The great shelf or area (see PI. iv.), thus cut out on the hill-side to hold the 
Pyramid, has approximately vertical sides along the W. and N. But these sides 
are not equidistant from the Pyramid ; the top edge of the W. side being I>I05 
distant from the N.W., and 1,083 from the S.W. corners of the Pyramid ; while 
the N. side is 2,255 from the N.W. corner, and 2,312 from near the middle of the 
Pyramid side. The directions are not parallel to the Pyramid, the W. side lying 
— 8' from the Pyramid azimuth, and the N. side — 56'. 

Within this lowered area are rows of grooves and cross grooves cut in the 
rock, which is thus divided up into squares. These are the remains of the 
trenches by which the workmen cut out the whole of this space ; the reasons for 
their being so are (i) they are considerably askew to the finished work, and 
irregular in size, and have therefore not been made for any structural purpose ; 
(2) they are simply grooves and cross grooves, so that they could not be the 
beginning of any erection or rock chamber ; and (3) the grooves are exactly 
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like Others, on the rock surface outside the lowered area, just N. of these, and in 
other places ; which others are clearly remains of unfinished dressing down of the 
rock. 

The sizes of these squares are rather variable ; the average distances of 
similar parts being 1323, with a mean difference of 57 ; and t!iis is divided into 
20-2 for the groove, and ii2'i for the block between the grooves. These are by 
measures from E, to W. ; the average breadths from N. toS. are 20+109=129; 
evidently intended for the same, but only measureable on 4 or 5 squares, instead 
of 18 from E. to VV. 

Outside of the lowered area are other groo\'es on the rock N, of it, the most 
di.stinct and continuous of which varies from 350 at W. end to J90 (at 4,400 E. 
of that) from the edge of the area. 

71. Around the N., W,, and S, sides of the P>Tamid and its area is a large 
peribolus wall. This wall differs in its character on each side, and does not 
seem to have been planned with any uniformity. On the N- side it is a wide 
substructure of very large blocks, rather rudely hewn, and bearing cubit marks 
and numbers on the backs. The N. face (which was the only one left cxposrd) 
is 2733 from the edge of the area, nearly opposite the middle of the Pyramid, 
and 2,808 from the area at the N.W. comer. This substructure is 300 ± 3 inches 
wide near the E. end, and 344 at the W. end ; but it is difficult to rect^nise its 
original alignment as so much of it has been removed or buried. On llic top of 
this is a crest of wall, the N- face of which is + 15' different from the Pyramid j 
azimuth ; it is of less width than the substructure, being io8' near the E. and 206- f 
near the W. end ; but it is probable that this really refers to different lines of 
construction. A higher part of it at the VV. end appears 10 recede 8 irtches oa 
the S. side, and a footing, formed by a lower course, projects 18 inches. On the 
whole, it appears that each course was set a little backward ; and without largely 
uncovering it, it would be hard to make certain what its original width was 
before it was dilapidated. It is altogether about 13,300 long, or rather ox'cr | 
mile. Its original height cannot be easily settled ; probably 20 feet would be 
below the mark. On the S. side this wall is much less finished, and has been 
banked up to the top of the broad part by a vast heap of chips, which have been 
kept in position by building retaining walls in them. Two of ihesc rvtaintng k 
walla that I partly uncovered, were of rough broken stone, neatly put together, J 
and mud plastered on the S. faces. They had a considerable batter, and the tops \ 
of their S. faces were at 137 and 299 from the S. face of the great wall Among 
the stones I observed pieces of basalt and granite waste ; these probably came 
from cutting the basalt pavement E- of the Great Pyramid, and from trimming 
the granite of the King's Chamber, or the lowest course of the Second Pyramid. 
Exactly from the end of this great wall, there turns off a much narrower 
wall which runs parallel with the W. side of the Pyramid. This W. wall \ 
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wide at the top, with a moderate batter of about i in 10. It is built of rough- 
scraps and blocks of limestone, neatly fitted together with a smooth face ; and 
was probably 6 or 8 feet high when complete. The intention seems to have 
been to place it as far from the edge of the area as is the N. wall ; the outer 
face of the N. wall being 2,733 ^o 2,808 from the area, and the outside of the 
W. wall 2,795 from the N.W. corner of the area, to 2,923 from the area at the 
S.W. corner of the Pyramid. The azimuth of this W. wall is + 38' from the 
Pyramid azimuth, and it runs on till it joins the wall of the Third Pyramid. 

The true peribolus wall of the Second Pyramid, on the S. side, is only a 
short piece, 500 feet long, which appears to have been incomplete when the 
Third Pyramid walls were begun ; since it was merged into the latter by an 
elbow wall, instead of being uniformly finished. It is a fine piece of work as 
far as it goes, and was apparently intended to be at the same distance from the 
Pyramid as is the great North wall. It is 5, 166 at its outer side, from the S.E. 
corner of the Pyramid ; and the outer face of the N. wall is 5,043 from near the 
N.E. comer of the Pyramid. Thus the N. and S. walls were equidistant from 
the Pyramid ; but the N. and W. walls were equidistant from the edge of the 
area. The azimuth of the inner face of the S. wall is —9' from Pyramid 
azimuth* The wall is broad in the lower part ; with a narrower crest upon the 
top of it, which is 131 wide at the E. end, narrowing upwards to 113 in 
breadth. 

72. Beyond the western peribolus wall there lie the large barracks of the 
workmen. These have been hitherto considered merely as lines of stone 
rubbish, or masons* waste heaps ; and though Vyse cut through one part, he 
merely says that the ridges " were found to be composed of stones and sand, 
and their origin was not discovered " (vol. ii. p. 88). But on looking closely at 
them I observed the sharply defined edges of walls ; and as soon as these were 
begun to be cleared, the ruined tops of the walls were seen, the spaces being 
filled with blown sand. The wall first cleared was traced continuously for some 
80 feet ; and at last the arrangement in all parts was found to consist solely of 
Jong galleries. In the plan of Lepsius there is a variation apparently at the 
easternmost walls, where something like a chamber is shown : nothing of the kind 
is visible on the surface, and on cutting along the northern ends and middles of 
all these galleries, nothing but uniform walls were found. Also nearly the 
whole length of the first gallery from the peribolus was cleared, showing a 
continuous wall right along the site where the separate buildings are marked in 
the " Denkmaler." 

These galleries are built of rough pieces of limestone (somewhat like the W. 
peribolus wall), bedded in mud, and faced with hard mud, or mud and lime ; the 
floors of the galleries are also of hard mud. The walls are all united at one end 
into one head wall, which runs 14' skew of the Pyramid on the W. ; and the 
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: 6p6h ends of the walls are finished with wider pilasters, or antae, of hewn stone 
The length of the galleries headed by the W. wall were measured as IJ562 at the 
S. end of the row, and 1,058 at the N. end ; and the galler>- next the pcribolus 
wall is 1,033 inches long. The enlarged ends of hewn stone are 62 to 75 inches 
long; so the total length of the galleries is 1,124, '.'27, and 1,108 in different 
parts. The walls average 515 thick at the top, with a batter of I in io ; and 
their centres are 164-6 apart, leaving a clear width of 1131 for the gallery. The 
hewn stone ends of the walls are 80 wide, thus leaving an entrance of 85 inches 
wide. These measures are on the northern walls; those of the western range 
arc fartlier apart, their centres averaging 176 apart, and tlie ends yj to 87 wide, 
leaving entrances 90 to 100 wide. There are in all 91 galleries; which make 
an aggregate of over a mile and a half of gallery length, gj feet wide, and 
7 feet high. 

For what purpose, then, can such a vast amount of accommcxlation have 
been provided ? Not certainly for priests' dwellings, since it is too extensive, 
too rough in work, and in the very opposite direction to the temples. Hardly 
either for storehouses, since it is so much out of the way, and too large for any 
likely amount of stores. It seems, therefore, only attributable to the workmen'* 
barracks. The work is just suitable for such a purpose ; strong and useful, and 
with about as much elaboration as an Egypti.in would put into work that had 
to last in daily use for one or two generations. The extent of the galleries is 
also very reasonable. Supposing the men had a fair allowance of room (more 
than in some works at present) the whole barrack would hold about 4/300 men ; 
and such would not be an unlikely number for the permanent staff of masons 
and their attendants employed on a pyramid. There is no probability of the 
walls being later than tlic Second Pyramid, because (t) they are arranged square 
with it ; (3) at a part of the hill which would be out of the way for any other 
work ; and (3) they are built of exactly the same style as the adjoining western 
peribolus wall and the retaining walls. 

Most of the excavating that \ did here was only on the tops of the walls, to ■ 
show their position ; but part of the westernmost of the N. seri<.-s of galleries | 
was cleared out to within a foot or two of the bottom ; and then, while I 
watched them, two men turned over all the remaining sand, down to the floor, 
keeping a clear strip of floor between the shifted and unshif^cd sand. Several 
yards' length were thus cleared, and I closely looked at each shovelful of sand 
as it was thrown. Many scraps of pottery were found, much like the st>']e of 
the pottery of the Great Pyramid masons ; but nothing else artificial appeared. 
I had not time to make further clc;irances here ; but the barrenness of a spot 
only iT^ of the whole extent of the galleries, should not discourage further u-ork 1 
in a plate so likely to yield good results. During the general clearing of the I 
walls, many fragments of statues were found, in dioritc and alabaster, of the 
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fourth dynasty style : and among a large quantity of quartzite scraps lying on 
the surface, I found part of a life-size head, of an unusual type. Unaccountable 
blocks of granite were often found, lying loose in the sand ; they are smoothed 
all over, about 30 lbs. weight, and of pillowy forms, with rounded faces and 
slight edges. They never showed any wear, and so could hardly be corn- 
rubbers ; and yet they were too smooth and not flat enough to be intended for 
a building. 
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CHAPTER IX. 

THE INSIDE OF THE SECOND PYRAMID. 

73. The doorway of the Second Pyramid is lost, along with the casing ; 
and the granite blocks of the passage end irregularly. The position of the 
passage was fixed from a station mark near it ; its axis is 490*3 E. of the middle 
of the N. face. Its azimuth was already observed by Prof. Smyth, as — 5' 37"; 
which is almost exactly the mean azimuth of the sides, as by my triangulation 
they are — 5' 26", with a mean difference of 33". Hence, if the horizontal 
passage is the same azimuth as the sloping, the chamber lies altogether E. of 
the Pyramid centre by about 47 inches. This is much the same arrangement 
as in the Great Pyramid. 

The entrance passage is entirely of rough dressed granite, none of it 
polished ; like the work of the King's Chamber ceiling and the Antechamber, 
and not like the King's Chamber walls in the Great Pyramid. The flaws in it 
are made good with plaster, much of which is to be seen on the first roof -stone, 
and all along the side of the roof, sometimes half-way across it This was laid 
on with a board or trowel, and aftenvards painted red, like the plastering in the 
Granite Temple. 

This passage was measured thus, in height and breadth : — 

e. w. 

At mouth . . 4733 4732 

H alf-way down . 473 1 47* 1 3 

Near end 47'44 47'23 

Means . Height 47'29±03 Width 4r29±os 

The greater irregularity in the width than in the height of the passage, 
shows the builders to have been less careful than the masons ; since the height 
depends on gauging the side blocks to a uniform height, whereas the width only 
depends on their position. 

74. At the bottom of the slope, the roof has a half-round drum or roll across 
it (see PI. xii.), like the " roller "over all the tomb doors. From this the i)assage 
goes southward horizontally (see PI. vii.). From the end of the sloping roof to 
the other side of the roll is 117 on E., i r6 on W. ; or, to the portcullis groove 
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Base. 


41-62 


41*21 


4108 


4117 


41*34 


41*33 
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40*92. The portcullis is a slab of granite working in vertical grooves in the 

granite sides of the passage ; the width of the passage being 41*38 there, the 

grooves are 9*68 deep on E. and lO'OS on W., making 6rii in all ; the width by 

a single measurement being 61-14 in front, or N., and 61*35 at back, or S. The 

width of the grooves is 1577 E., and 15*19 W., and the stone slab of the 

portcullis is about ^-inch thinner. Thus it is almost the same as the granite 

leaf in the Great Pyramid, which is 15*14 to 16*28 thick. The granite walling 

and roofing ends at 41*4 to 43*0 behind the portcullis. The portcullis was 

fiercely attacked by Perring, who tried to break it up, with the vain idea of 

finding a passage leading out of the top of its groove ; but it resisted all his 

efforts, and it is now propped up high enough to crawl under it, by rough pieces 

of limestone in each groove. All the lower part of the entrance passage is 

obstructed with stones, left there by the Arabs when removing building 

materials from the interior. At the end of the granite the walls are of good 

limestone with finely-picked faces, like the walls of the gallery in the Great 

Pyramid ; and the passage roof immediately rises 230, so that it measures 

thus : — 

E. w. 

Near portcullis 7076 70*38 

Beyond gaps in floor 71*53 7 1 *36 

Near chamber . . 71*27 71*10 

Means. . Height 7ro6±'i3 Width 4r59±04 

The height on the W. side, near the chamber, is taken to irregular 
plastering on the roof. The fine picked walls near the portcullis, soon merge 
along the horizontal passage into very rough picked work cut in the rock, and 
plastered over ; farther on there is more masonry, but all plastered ; and after 
that the rock continues on to the chamber. The intention in the 71 inch height 
seems to be to make it half as high again as the ordinary passage: 7i*o6x| 
=47*38±'09 ; and the other passage is 47*29±'03. 

75. The g^eat chamber is entirely cut in the rock, excepting the pointed 

gable roof, which is built of limestone beams, like that of the Queen's Chamber 

in the Great Pyramid. Stone has been let into the walls to make good defects ; 

and the whole surface was stuccoed. The floor is partly of rock and partly 

paved ; the paving is of fine limestone 9 to 14 inches thick, except around the 

coffer at the W. end, where it is of deep granite blocks. The coffer is of the 

usual form, like that in the Great Pyramid, but was let into the floor up to the 

level of its sliding lid. The floor was lamentably torn up by Perring in search 

of other chambers, and the stones are now piled up all over the E. wall The 

chamber is, 

195*8 on E., 195*9 on W.; 557*9 on N., 5574 on S.; 

2o6*4 high at N.W. ; 206*3 and 206*5 (?) at S.W. 

P 
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Vyse gives 38 inches for the gable roor ri=e (though measuring the hdgl 
from the wall base instead of the floor), and this gives 2444 for the height 
the ends. The doorway is on the N. wall at I04'3 to t449 from the E, wall 
On both N, and S. walls there is a vertical red line drawn, on the N. at 198-; 
from E., and on the S. at I98'6 from E. These red lines on both walls run 
to '5 or -I on the W. side of a blind hole in the rock, which looks like llie 
beginning of an air-channel ; and there is a square of the same siic marked 
adjoining the line some way below the hole, as if it had been at first iutcndcd to 
cut the hole lower down. These holes and squares were measured thus 



N. 
S. 



Hole. 

iTop. I BasclDeep. 
9' 



W. I Top. 1 



Bue of Hole. 
To 



62-8 
62-1 



11-5 lira I 8-8 I 91 I 11 -5 12-2 jirS 87 | 9-0 I 53-6 
105 jio-2 I 74 I 8-1 I 13-4 ir6|ii-5 I 87?; 9-0 I 55-2 

The backs of the holes are quite irregular and unfinished. 

The coffer is on the outside 43-1 at N., and 42-9 at S. end, distant from W. 
wall ; increased now by '5 in shifting it. To the N. wall it is 42'5i ^i*^ t** ^^ ^• 
wall so'o- 

76. The coffer is well polished, not only inside but all over the outside i^ 
even though it was nearly all bedded into the floor, with blocks plastered 
against it The bottom is left rough, and shows that it was sawn and titer- 
wards dressed down to the intended height ; but in sawing it the saw was run 
too deep and then backed out ; it was, therefore, not dressed down all over the 
bottom, the worst part of the sawing being cut '20 deeper than the dressed part 
This is the only error of workmanship in the whole of it ; it is polished all over 
the sides in and out, and is not left with the saw lines visible on it like the 
Great Pyramid coffer. The finish is about the same as on the walls of 
Kmg's Chamber, and the horizontal polishing lines can be seen mside 
N. end. 

The lid is lying on the floor of the chamber, unbroken ; it was slid on to 
the coffer, and held by a projection on its base, which fitted into undercut 
grooves along the N., E., and S. sides of the coffer, the W. side being cut away 
to the depth of the groove. The grooves in the coffer are not parallel, but are 
wider apart at the W., so that the lid should have no chance of jamming in 
being put on. When finally slid into place, two pins (probably of bronze) 
dropped down out of holes in the lid, into corresponding holes in the W. side of 
the coffer. 

The designers were evidently afraid, however, of the coffer being taroed 
over, so as to let the pins drop back into the lid; they therefore sunk the cofft 
into the floor. To make it still safer thpy put resin in the pin-holes, where 
may still be seen ; then the pins, being ready heated, were put into the holesi 
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in the lid, which was quickly closed ; thus the pins sank J inch to I inch, 
melting their way into the resin, and probably forcing it up their sides. This 
process made sure that there could be no way of getting the lid off without 
breaking it, and the design answered perfectly; the lid never was drawn off, 
On one side of the groove in the coffer may be seen a little scrap of cement- 
this shows that the lid was cemented on in the grooves, and that it never was slid 
back, or it must have rubbed off such a fragile scrap. This cementing on of the 
lid was also of use to prevent any shake ; so that the labour of wrenching it off, 
and bruising the undercutting to pieces by wriggling and jogging it up and 
down, must have been enormous. This seems, however, to have been the way 
of forcing it, as the undercutting is much broken, and the cement in the groove, 
and the melted-in pins, make it impossible to suppose any other mode of 
removing the lid. There is a good deal of crystallized salt on the inside of the 
coffer. 

yy. The size of the coffer was measured thus :— 



Outer length 



(Top 
.-] Mid. 
(^Base 



Outer width 




E. 

103*62 

10373 
10372 

N. 
4196 

41-95 



Mid. 



W. 



103*64 103-69 

Inaccessible. 



9» 



Outer height 

f E 
Sides thick at the top . -j ^ 



i along. I along. 
41-97 41*96 

Inaccessible. 

All inaccessible. 

38*12 38*12 37*98 

All inaccessible. 

7*65 7*66 7*59 

y'62 7*64 7*70 




Mean. 

10368 
±02 



41*970 
±•006 



Mean 
error. 

•04 



•01 s 



Inner length 



Inner width 



Inner depth 



(Top 

.-j Mid. 

(.Base 

(Top 
.-[ Mid. 
(Base 

{East 
Mid. 
West 



E. 

8463 
84*74 

8469 

N. 
26*66 
26*73 
2670 ? 
29*51 

29*59 
29-68 

N. 



Ledge depth * . -{west 
Ledge wide, i*20 to 2*30 on N., 
Lid, 10373 on W., 42*03 on S. 
8*24 S.E. 



Mid. 

84*68 
8480 
8476 
i along. 
26*68 
26*74 
26*71 
29*58 



Mid. 
1*76 



172 

i*o8 to 1*90 on S. 



w. 
84-63 
84*91 
84*80 

} along. 

2673 

26*79 

26*70 

29*62 



S. 

r6o 
1*69 



38*07 ) 38-12 

j intended. 
7*61 ) 7-645 
769 J ±-01 



8473 
±02 



-03 




•07 



•04 
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The mean error of the dimensions is thus only 04 inch. The tu-o pin-tiolzs 
in the top of the W. side are cut with a tube drill, and average it>7 diamctw ; 
their sides are thus : — 

N. hole 540 to 642 from N. inner end. 376 to 484 from \V. outsida 



S. hole 574106-85 from S. 



3*S6 to 4-92 



On the outside bottom the height is constant all over the dressed part, beinR 
3812; and it only diminishes at the part wiicre the saw ran too deep, and 
where it has not been at all farther reduced by dressing. 

This coffer being 420 inches wide, can never have been taken through 
the passages, as the upper pa.ssage is only 4i'3 wide, and the lower is \vi 
and 416. Hence it must have been put into the chamber before the roofing 
was laid over it, and so before the Pyramid was built upon that. 

78, Beside the coffer chamber there is one lower in the rock, which has 
a rock passage leading to it, descending northwards out of tlie fiixtr of the 
horizontal passage (see PL vii.). This passage runs down for some way ; then 
goes horizontal, has an enlargement on the E. side, and a sloping passage 
to a chamber on the \V. side; and then re-ascenda; and (if cleared out) would 
come out on Uic pavement in front of the N. face. The descending part is 
all plastered with a flat tool. The lower chamber is also plastered, and is 
cut very roughly in some parts ; on the roof even 6 inches too much having 
been taken off, and then plastered up ; this great deficiency is, however, the 
same on both sides of the roof, and it looks as if some different form had 
been begun, and then abandoned. This chamber is 

4ir-9onN. 411-2 on S. 1231 on E. 123-6 on W. 

The door in the E. side is 41-2 wnde; and 409 from N., 41-0 from S. »da.J 
The short sloping passage into the chamber is 4i'0 wide at top, wha 
it branchesfrom the other passage, which is 4r2 and 41-6 wide. The rcccM 
opposite the passage into the chamber is 123-8 long in front (W.), i22x> l 
back (E.), and 68 2 wide on N., 67-8 on S.. beside the width of the | 
which makes a total of 109-4 ^'-i ^n<l '09'4 S. The use of such a 1 
opposite the passage, which turns off at right angles, is plainly seen la the ' 
small pyiamids to be for turning a coffin so as to pass it into the chamber. 
This shows that it was intended lo introduce a coffin into the lower chamber, 
about 40 X 105 long. There is good reason to regard this chamber as a 
second place of interment ; and it might well have been used quite apart 
from the other chamber and passages, by blocking the communication between 
them, and reaching this by the opening in the pavement The passage to 
Uie pavement is blocked up with limestone ; which was partly removed, but 
not opened through, by Vyse. 

This passage was closed by a granite portcullis, and it is imiwrtant I 
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observe how this was introduced. The block of granite was taken along the 
passage from the southward on edge, and the wall was cut away on one 
side in a slope, so as to just allow of the block being turned flat across the 
passage by slewing it round in a complex way. The block was then pushed 
up into the groove cut in the rock for it, and the cutting in the side required 
to get it in was filled up by masonry at the back of the block. Thus, to 
any one forcing an entrance, nothing but rock and the granite slab would 
meet them. The skill required to turn over and lift such a block, in such 
a confined space, is far more striking than the moving of much larger masses in 
the open air, where any number of men could work on them. By measuring 
the bulk, it appears that this portcullis was nearly two tons in weight, and 
would require 40 to 60 men to lift it ; the space, however, would not allow of 
more than a tenth of that number working at it ; and this proves that some 
very efficient method was used for wielding such masses, quite apart from 
mere abundance of manual force. 
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CHAPTER X. 



THE OUTSIDE OF THE TIHRD PVRAUID. 

79. The Third Pyramid has never been quite fiDtsbed. Its granite auing 
blocks arc left in probably the same condition that they were sent from 
Assouan, with their outer faces in the rough,* but smoothly dressed down 
on the joint surfaces. These surfaces of contact are fiat dressed, with a 
slightly projecting line of polished stone round the edges of the faces ; thus 
the stones would be in contact along the outer surfaces of the joints, thougb 
there was cement between the stones on the face in general. This line nf 
polish is well defined on its outer edge, the stone being quite rough outside 
it, and sinking away sharply from it This is important for estimating the 
intended plane of finish. The limestone casing which covered the upper part 
of the Pyramid was finished ofT like that of the other Pyramids ; as may be 
seen by the worked faces, in the heaps of chips left by the Arab dcstrojxrs. 
But the pavement seems most probably never to have been placed aruund 
the Pyramid ; Pcrring found nothing but a substructure of rough megalithic 
blocks, with wide joints, and concluded that it was to be covered with finer 
work. On uncovering the granite casing, not only did I find no paving there, 
but the casing foot is quite in the rough, so that no pavement could be fitted 
to it ; and none underlies it, as the granite rests on rough limestone. 

The question then is, whether the casing was to be finished like that of 
the Second Pyramid, with a vertical foot, and the square-cut paving fitted 
against it ; or whether any other plan was to be followed } The evidence 
Kerns rather in favour of a formation like that of the Second Pyramid. First, 
the lower course is thicker than any other, being 4 to S inches thicker than those 

* One writer ha* described them as " milJcaied," as If the toughneis mu a preparvd 
feature 1 and another has nllribuied all the rouoded itceguhrity of the tiooei la Uieir 
weathering away lince they were builL To say nothing, however, al inaumeratilc cut holes 
la ihe outer surface, left fur lifting the blocks, no weathering would add to a ttonc a pan 
above in original (ac« (leo fl. xii.}. I bad the pleasure of showing ihene deiaiU 10 an 
Engineer ofllccr, experienced In Indian sranilc world, and he perfectly coneurrcd >i to 
the mcihoU of leaviii)> an lueu of Modc on Um (met, to prevent injury to the block in 
trastit. 
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just above it. Secondly, the evidence of the stones in the rough shows that 
their slope could not be continued down to their base : at the N.N.E. the 
face of the bottom course is somewhat smoothed, though not finally dressed, 
and it ends with a rounded fall at 8 inches above the rough pavement, the 
granite descending also 9 inches below the limestone. At the E.N.E. the 
line of finish of the side joint runs straight at 51° down the side of the 
block, but ends abruptly at an irregular outer surface some inches above 
the base. Similar rough terminations of the intended slope are seen at the 
E.S.E. and S.S.E. ; the abrupt end being 6 to 18 inches above the limestone 
outside of the casing. Thus, in four out of five places where the casing foot 
is known, it is certain that the finished surface was not intended to run down 
in a slope to the rough limestone outside of it. It is most likely, therefore, 
that the face was intended, when finished, to end in a vertical foot ; and this 
would be covered by the pavement to be afterwards added. 

What, then, is to be reckoned as the size of the true base of the Pyramid ? 
Not the present edges of the granite, for they are utterly rough. And not the 
ends of the fine-dressed edges of the joints, for they end at various levels. But 
looking to the fact that all the courses of granite are intended to be equal, and 
a rather short two cubits each, it seems most suitable to take a mean of all the 
granite courses (since the upper are not thinner than the lower ones), and reckon 
the intended base of the Pyramid at one mean course height (40*3 ± I'S) below 
the first joint. Remembering also that the Second Pyramid courses average 
two cubits each near the base, and the bottom course was just two cubits above 
the pavement. 

80. At this level, then, the various data of the intended surfaces give the 
following size for the base, reducing those data that are on higher levels by the 
angle 51° o': — 

T^.,^1. Difference a««i^ Difference 

^"^^- from Mean. ^"S^^' from Mean. 

N. . . ... ... -I- 16' 48'' +2' 45" 

E. . . 4149*2 —4-4 +12' 23" — 1'40" 

S. . . 4157*3 +42 +12' 57" -i' 6" 

W. . . 4153*9 H- "3 



Mean . . 41 53*6 3*o +14' 3" i' 50" 

The N. end of the W. side could not be reached, after several attempts ; and 
hence the lack of knowing the length of the N. or azimuth of the W. side. 

The above results are from the best data of each part, but there are other 
points -which are useful as checks. The actual points used are: at N.N.W., 
finished line on top of 4th course ; at N.N.E., close joint of face on ist course; 
at E.N.E., line of finish along the side of casing, at adopted base level ; at E.S.E., 
foot of rough casing, which is further in than even the joint surface requires ; 
at S.S.E., finished line on top of 3rd course ; at S.S.W., close joint on face of ist 
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course t at W.S.W., finished line on top of 4th course. The check measures are 
the following three : at the N. side, courses by the entrance projected down at 
Si" cT, fall -8 beyond the side stated ; on the E. end of the S. side the rough 
foot of the casing which was to be dressed down projects 4'3 beyond the side 
stated ; and at tlie W. end of the S. side the line of finish on the 4th course, 
projected at 5 1 ° o', falis 9 beyond the side stated. 

It must be remembered tliat if any different base level should be supposed 
to have been intended, it will make no difference in the above azimuths, nor la 
the differences between the sides. 

81. For the angle of the Pyramid, the data are rather divergent ; and not 
only do different methods vary in result, but the measures of similar stones vary 
far beyond the errors of measuring the angle or judging of the surfaces. 

By 7 measures on finished granite, in situ ... ... 50' 57'±38' 

By 1st and 4th courses, in situ, at S.S.W. ... ... so'+z'i 7* 

By 6 single blocks of granite, shifted ... ... 51° o'± 9' 

By 9 pieces of limestone casing (brought to England) ... 51" 5S'±i5' 

Considering the various sources of error : that the dressed granite in tttu is \-ery 
irregular; that the ist course joint at S.S.W. may easily be estimated too far out ; 
and that we have no guarantee in the moved granite blocks, or the limestone 
from the upper part, that the courses were horizontal (on the contrary, one 
granite block has two different joint surfaces, 1° 40' different) ; the best 
conclusion seems to be 5 1 ° o' ± 10'. But from a consideration of the granite 
courses (see below), the angle would be 51° 10' jo'i i' 20" ; and this might well 
be adopted, as being close to the very uncertain result from tlie measured 
angles. 

Hence tlie height of the Pyramid would have been 2564^=15 ; or 258o'8±2- 
by the granite courses. 

82. The courses were measured to rather more than half-way up the N.E. 
comer, beside measures of the lower courses taken at each corner. The series 
at the N.E. is as follows, reducing to the base level above adopted, 40^3 bdmr 
the first joint : — 



40 1383-5 



35 12141 



22-8 



30 1077-9 



25* 



9435 
916-8 



36-7 



38 1318-6 

37 12847 " 



36 1250-9 



33-8 

36-8 



ii "55^ 
32 1134-6 



28 1023-0 



23 8901S 
22 860-4 ' 



831-8 
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i'3 



o 

a 



20 

18 

17 
16 



798-8 

758-9 
725-0 

6894 



— 16 645-2 



39'9 

33'9 
35-6 
44-2 
38-8 



O 15 

;v 14 



13 

12 
II 



606-4 

5638 

5239 
481-1 



442-4 



426 

399 
42-8 

387 



41-4 



10 

9 
8 

7 
6 



40 ro 

3S9I 
316-4 

276-1 
2337 



41-9 
427 

40-3 

424 
360 



5 

4 

3 
2 

I 



197-7 

160-9 

122-3 

81-5 



40-3 



368 
38-6 
408 
4r2 

40-3 



The full height of the bottom course is : N.E., 455 ; S.E., 55-3 ; S.W.43-7. 
The granite is here marked as ceasing at 645-2, i>., including the lower 16 
courses. The reasons for this are: (i) the highest remaining fragments of 
granite (mere back ends of casing stones) are at the same level on each of the 
sides ; hence, the granite must have come as high, and probably did not go 
higher, as all the pieces are on the same course ; (2) there is a thicker course 
next over this, as if some great change took place there, and a fresh start was 
made ; the 17th course is thicker than any other course of the whole Pyramid, 
and is followed by a course thinner than any that underlie it ; (3) Diodorus 
states that the casing was of black stone up to the 15 th course, and like the 
other Pyramids above that level. Now, by the stumps of the stones the granite 
must have come to the i6th, and probably the lowest course was covered with 
sand in his day ; but it is unlikely (unless we credit him with loose errors like 
modem guide books *) that the casing went much higher. Hence the strong 
suggestions (i) and (2) are confirmed by (3), and may well be accepted. 

This being settled, it is worth notice that the granite just covered one 
quarter of the height of the Pyramid, the total height being 4x641^4. Con- 
versely this may be taken as giving a determination of the original total height, 
perhaps more accurately than by the varying angles of the casing, thus : — 

6452 (±5 (?) for uncertainty of paving) X4=258o-8±2* 
And this yields an angle of 51° 10' 30"±i' 20". 

The mean planes of the edges of the core masonry are far more irregular 
than those of the Great Pyramid. At the base level adopted they are 4,082 on 
E., 4,077 on S., and 4,109 on W., averaging 4,089 apart; and their mean distance 

* In one of the most scientific of guide books it is said that the Third Pyramid cannot be 
ascended (it is easier than the Great Pyramid) ; and that it was " covered with slabs oi polished 
granite, and the upper part with rough stones/** or, making matters worse still, " in the case of 
the Third Pyramid the whole surface was to be, as it were, veneered with slabs of granite I " 
showing that the writer had never realised the proportions of a casing stone. But descriptions 
of the Pyramids are usually replete with extraordinary mistakes — ''granite" for 'Mimestone," 
" height " for " width," &c 

Q 
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from the casing plane varies from [4 to 46, averaging 33. The core has no 
uniform skew to the casing, as in the Great Pyramid. The thickness of the top 
of separate granite casing stones is from 35 to 46, averaging 41. 

The casing, though partly attacked in the 12th and 1 3th centuries, docs 
not seem to have been removed in the time of Belon (1348), or of Viliamont 
(1589), who describe it as perfect, and without steps. 

83, The peribolus walls aiound the Third Pyramid (sec PI. v.) are all built 
of unhewn stone, neatly laid with mud mortar, like the walls of the barrack 
galleries of the Second Pyramid. They are, however, irregular in their position, 
some being nearly square and parallel with the Pyramid, and the others on the 
South being very different. They were all fixed in the survey by trlangulation, 
with more accuracy than the wall -surface can be defined. 

The N. wall joins the portion of a wall, S. of the Second Pyramid, by an 
elbow, and runs thence westwards at — 14' from true W. Beyond its comer, 
where it turns to the S., a fainter enclosure wall begins, running due W. The 
spaces along these walls are proportional to each other ; from the corner of the 

small enclosure, E, to that of the larger, D ... ... 6,275 1 ._, ttr, 

or by the Southern side, F to G ... ... 6,196/ •*"*-''559 

Corner. D,to junction of Second Pyramid peribolus, B 7,689 ->-5=i,53S 
Peribolus B to junction of cross-wall, A — ... 7,813 -(-5=1,563 

The mean of these is 1,553, which is perhaps 75 cubits of 207 1 inches. 

Not only does the peribolus of the Second Pyramid appear to be thus 
connected in Its position, but the wall at the head of the galleries, if prolonged, 
would pass but 29 inches within the W. side of the Third Pyramid ; and 
therefore these seem to be intended for the same line. And this connection ij 
confirmed by the equality of the two divisions of this line : — 

Outside of last gallery to S. side of Third Pyramid peribolus... 3.258 

or inside „ « „ „ „ ... 3,304 

S. side of peribolus to N.W. comer of Third Pyramid ... 3,309 

Also, W. side of gallery wall, C, to E. side Second 1*. peribolus 3>3o8 

The mean of the latter three is 3.307, which is, perhaps, 160 cubits of 20-i57 inchest 
The length of the W. enclosure, 9,599 N. to S., is subdivided by a very 
faint ridge, in which no wall could be found. But this ridge runs straight 
towards the centre of the Pyramid, and it appears to be roughly aboot the 
breadth of the Pyramid, or 200 cubits, from the S. wall. Referring to the 
Pyramid side produced out westwards, as being the best-defined line of division 
for this, the N. side of the Pyramid is (3.309+92 (?) )=3,40l from the outside of 
the N. peribolus ; and as this is intentionally in line with the N. wall of the 
W. enclosure, therefore the S. wall of that enclosure is(9,S99-340l)=:6.l98 S. 
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of the N. face of the Pyramid by intention — />., as laid off by the builders.* 
Now this is exactly the breadth of this enclosure (6,196 to 6,275), and is equal to 
300 cubits of 20'66. Hence the design of this W. enclosure is a square of 300 
cubits, W. of the pcribolus wall and S. of North face of the Pyramid, while its 
N. wall is advanced to the line of the N. peribolus wall. The W. wall of the 
enclosure is nearly straight, two points fixed on it lying 3 and 12 inches outside 
a line joining the corners. 

The total length of the W, wall of the peribolus, 14,049 from comer to 
comer (D to J), does not seem to have any simple relation to other parts ; and 
the only connection observed in it is that the distance of the S.W. corner (J) 
from the S. wall of the enclosure (F) is equal to the distance of the W. peribolus 
from the side of the Pyramid. The measures are : — 

S.W. corner (J) to S. wall of enclosure (F) ... ... 4,450 

W. wall peribolus, from W. side Pyramid ... ... 4,450 

Or N.W. corner peribolus to line of galleries (C) ... 4,451 
S.W. comer (J) to branch wall (at K) 8,897 = 2 x 4,448 

This length is necessarily (375 — 160) cubits by the previous relations ; and the 
mean 4450, equals 215 cubits of 2070. 

So it would seem that these walls had not been planned all in one design, 
but added on by different schemes ; referring more or less to the Pyramid, 
and using round numbers of cubits in general, but getting more complex 
quantities by addition or subtraction of simple lengths. The irregularity of the 
S. peribolus wall exactly agrees to this view, as it is impossible to suppose its 
skew and bowing line to have been laid out along with the very regular lines of 
the other parts. 

The end of the S. wall runs through the side of a large mound, and 
disappears, so that it could not be exactly fixed. The end of the branch wall 
likewise runs through the side of a mound, and then ceases. These mounds 
would have been cut through, had time allowed. The temple on the E. side of 
this Pyramid appears to have been the most perfect that was visible at Gizeh in 
1755 ; and Fourmont mentions four pillars as then standing in it It has now 
lost all its casing (used by the Mamelukes for houses at Gizeh), and merely the 
core blocks remain, weathered away in some parts so as to have fallen over. 
The marks where the walls have been cut, to fit in the backs of lining blocks, 
show that it was cased (probably with granite) like the temple of the Second 
Pyramid and the Granite Temple. 

The causeway is just the width of the entrance passage walls ; it is built of 

* To understand a scheme it is necessary to take measurements, as far as possible, in the 
same order that the builders took them — />., including their mistakes in each step of the laying 
out ; and so see, not what errors there are from a mathematically rigid plan, but what errors 
there are in each part as it was planned. 
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large blocks, and raised, probably, 20 or 30 feet above the plain, though the 
sides are now much hidden by sand. It ran down the hill for about 800 feet 
from the temple ; but it had no connection with the other causeway, situated 
half a mile further E. in the plain below, though they are often confounded 
together. The lower causeway is not in the line of the upper, nor parallel to it ; 
and it only ran up to the quarries in the limestone hill, which is such a striking 
feature in the neighbourhood. 

There was a considerable village of Grxco-Roman age around the Third 
Pyramid. A great amount of crude brick and pottery lies on the S.EL ; crude 
brick is also found on the causeway, and is mentioned by Vyse as found on 
the pavement at the N. side. 
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CHAPTER XI. 

THE INSIDE OF THE THIRD PYRAMID. 

84. The entrance is in the fourth course, or from 165*3 to 202*1 vertically 
above the base ; it is in the middle of the face, unlike that of either of the 
larger Pyramids. The centre of it is 2078*9 from the E. side of the Pyramid ; 
and though we do not know the exact length of the N. face, yet this is precisely 
half the length of the S. face. 

The azimuth of the passage is + 13' 16", which is just between the 
varying azimuths of the Pyramid sides. 

The granite just around the doorway has been dressed down to pretty nearly 
its final surface, but there is no trace of decoration or inscription.* The edges of 
the doorway are much broken away, so that no remains of any means of closing 
it can be traced. 

The entrance passage is built of granite, until it enters the rock, in which it 
is afterwards cut ; and all the chambers of this Pyramid are entirely hewn in 
the rock. 

85. Just beyond the foot of the slope of the passage, it opens into the first 
chamber. This is symmetrical on each side of the passage, and the sides 
measure thus : — 

N. I2SS S. 1242 E. 1537 W. 153-9 

The ends are divided in equal thirds, by the doorway and the two side spaces, 
like the lower chamber of the Second Pyramid. 

N.E. 4r9 42*0 41*6 N.W. 

S.K 40-8 41-1 42-3 S.W. 

Both the sides and the ends are decorated with the panel ornament (PL xiL) so 
universal in the earliest tombs, but not used before in a pyramid. The mean 
dimensions of this panelling are marked on the diagram. The granite lintel of 
the south door of this chamber is lying on the floor. It has a half-round drum, 

• The name of Menkaura, recorded by Diodorus as being on the N. side of this Pyramid, 
was probably cut in the bold characters of the early kingdom upon the limestone above the 
granite, easily visible, but safe from idle mischie£ 
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or roll, sculptured on it (like that in the Second P>Tamid, PI. xJL). and the 
width between the square ends, which rested on the jambs, varies from 4l"23 to 
4''35 ; the ends are 107 to lo-g wide, making 6278 to 6299 length over all 
The breadth of the block is i8'4, and its depth 150 inches. The granite jambs 
are 181 broad. In the passage beyond this chamber are the sites of apparently 
three sliding portcullises, situated at 639 to 750, 1081 to I21'4, and 149"3 to 
l6r5 beyond the doorway. Beyond this last portcullis the passage rises from 
its previous height of 490 ; with a half-round drum and raised band abo\-c that ; 
and at the entry into the second chamber the pass^e is 7ri high, like the 
passage of the Second Pj-ramid. 

This passage has evidently been excavated from tlie South outwards; 
whenever the excavators ran wrong (and they did so several times) the false cut 
goes deeper towards the N., and then ends abruptly when the error was seen. 
Also the direction of the pickmark points to its outward working. How the 
men got inside the rock to begin with, is plain from a second passage which runs 
above this; and which opens into the second chamber blankly, without an/ 
means of getting to the chamber floor, except by a ladder or other heljL Tliis 
upper passage runs through the rock up to the masonry, and was cut from the 
North inwards. 

86. The full dimensions of this second chamber arc : 

N. 560*2, S. S59'5, E. I5I-6, \ along iS2*o, \ along 152-6, W. I5rs. 

But the length of it is divided into two parts, by projecting pilasters cut in tlie 
rock; these separate it into an eastern space of 416*3 N., and 4i5"9 S.; pilaster 
of 417 N., and 4r4 S. ; and a western space of io2-2 on bolh N. and S. The 
pilasters project 13-1 N.W., 126 N.E., ri7 S.E,, and 13-0 S.W. The doon»-ay 
enters on the N, side of the chamber at 1037 to 145'! from E. wall. It i« 71*1 
high ; and above it at 1177 lo 1721 over the floor opens the upper passage, 
which Is at I05'2 to 1442 from the E. wall. The ceiling here is rgrS over the 
floor. Thus the ' east part, * pilaster, and * west part, are nearly equal respec- 
tively to the ' west of the door, 'door, and *east of the door; and these are 
also nearly the same as the similar divisions of the Second Pyramid chamber. 

This second chamber is not, however, the chamber that contained the coffer, 
though it has a recess apparently intended to hold a coffer. Out of the middle 
of its floor a sloping passage descends westwards, turns horizontal, and then cortvcs 
into the E. side of the granite-lined sepulchral chamber. The floor of this 
passage begins at 203'2 from E. side of second chamber ; and the passage is 35'4 
to 35-6 wide, and 3S*6 high. There are some remarkable holes cut in the walls, 
apparently to hold the ends of rollers, over which ropes were run in lowering the 
coQer ; these holes were not cut by Perring, as he engraves them in his plates. 

87. Tlic granite chamber is hewn in the rock with a flat ceiling like the 
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other chambers. The granite lining and floor of it is built in ; and in order to 
introduce the roof-blocks a hole is cut from the end of the second chamber, into 
the top of the lower chamber. The roofing is not by beams, as in the King's 
Chamber, nor by cantilevers, as in the Queen's Chamber of the Great Pyramid ; 
but by sloping blocks resting one against the other with a thrust, the essential 
principle of an arch. The under-sides of these blocks are cut into a barrel or 
hemi-cylindrical roof, like passages in tombs of the early period. This cavity 
above the roof, entered from the second chamber, was originally closed ; but the 
masonry has been forced out, and now the tops of the roofing slabs can be easily 
seen. These have been quarried by means of a groove, and holes drilled at 
intervals to determine the cleavage plane ; as was the roofing of the spaces 
over the King's Chamber. The introduction of these massive blocks through 
such a small space, and the placing them in such a confined position, is a good 
piece of work. 

This granite chamber is not at all as regular in form as it is in appearance. 
The walls measure thus : — 

E. 26075. W. 258-83. 

N. 104-06, near N. 103*85, mid. 103*80, by door 103-7, over door, 103*50, S. 103*25. 

Hf^icrhf J N.W. 105*8, N.E. 105*7, S.E. 105*4, S.W. 105*9; 
neigntj j^ mid. 134*6, mid. 1346, S. mid. 135*5. 

The doorway is 54*52 wide, and one side of it in the plane of the S. wall. 
The courses at the door (S.E. comer) are : 

27-6 on floor, 26*5 next, 26*7 top of door, 24*2 over door ; total 105*2. 

88. Beside the first, second, and granite chambers, there is a loculus 
chamber : this is.entered by a flight of steps turning out of the passage to the 
granite chamber. These steps are by far the earliest known in any building 
or excavation : they are six in number, and their breadths are from 10-5 
to 12 inches, averaging 11*3. This loculus chamber was doubtless intended 
to contain coflins, judging by the sizes of the recesses. The chamber is on 

N. 74-0, S. 770, E. 211, W. 205-1 ; 782 high on N., 80X) in mid., 78*2 on S. 

The doorway is in the S. wall at 380 to 73*9 from the E. side. In the E. wall 
are four loculi, and in the N. wall two, of the following shapes : — 



In E. wall 



In N. wall 



{ 



From S. wall. 


Width. 


Height 


Depth. 


io*o to 42*7 
65*1 to 989 
120*2 to 153-6 
176*0 to 208* 


327 

33-8 

33'4 
32-0 


595 
568 

55-3 
S5'3 


102^ 

lOI 

lOI^ 

97 


From £. wall. 








to 27-5 
483 to 740 


27*5 
257 


(about 

55) 


lOI 

102 
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The floors of the loculi are level with the floor of the chamber, and Iheir 
tops average 22*1 below the ceiling;. Their inner ends are not fully worked to 
the width of the openings, as they are left rather in the rough. 

89. Reverting now to the original entrance passage (above the present 
entrance), by which the chambers were first begun, it is 39.3 wide and 5ix> high 
at the chamber. It runs horizontally for some distance northwards, and then 
slopes up at the usual passage angle (27" 34' Vyse) ; and it is 40*6 wide, and 
49"0 high, square with the passage floor. It runs through the rock, and then 
through some masonry; and ends at last at about the level of the present 
entrance, but far behind — or south of — that, in the masonry of the r>*ramid. 
Over the end of it is a large block, roughly 1 1 ^ x S^ x 7 feet, or about 50 tons 
weight ; used exactly as the lintel blocks over the entrance passages in the 
smaller Pyramids. 

From all these details it seems plain that the Third Pyramid was first 
begun no larger than some of the small Pyramids on the same hilL That it 
had a passage descending as usual, with a large lintel block over it ; and running 
horizontally in the rock, into a rock-cut chamber, whose roof was 74 1 above the 
passage floor- That after this was made, the builders, for some reason, deter- 
mined on enlarging the Pyramid before it was cased, and on deejiening the 
chamber. They accordingly cut a fresh passage, from the new floor level of the 
chamber, working this passage from the inside outward. They not only 
deepened the chamber, but also cut the sloping passage to the lower, granite> 
lined, coffer chamber ; for the granite lining could not be put in until the second 
chamber had been deepened to its present extent 1 so the granite chamber must 
be part of the second design, cr is perhaps in itself a third design. The old 
entrance passage was then built over on the outside, and the greater part of its 
height blocked up. The blocking that remains is clearly ancient, as it consists 
of lat^e blocks wedged in by chips, and worn by passing over the tops. On one 
block is a saw cut, 6 inches deep in part, running vertically on the face ; tiiis cut 
must therefore have been made by the Pyramid builders, before they used the 
block for filling the passage. 
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CHAPTER XII. 

THE LESSER PYRAMIDS OF GIZEH. 

90. Of the smaller Pyramids I had not time to uncover the bases, nor to 
open those now closed. Only two of them remain open at present, the northern 
and middle ones by the Great Pyramid. 

The northern one by the Great Pyramid (marked 7 by Vyse) has the 
azimuth of its passage axis - 14' 4o"±2o" ; but the passage narrows to the 
bottom, being 41*5 at 520 up it, and only 400 at bottom ; hence the azimuth 
of the sides of the passage is about - 9' on E. and - 20' on W., so that we may 
say - I5'±2', considering the possibility of the axis being better adjusted than 
either side. 

The entrance passage, from the end of its sloping part, proceeds 
horizontally, cut in the rock for 1 1 1 '4 measured on roof ; the edge of the roof is 
bevelled 17*5, however, so that the really flat roof is only 94. The passage then 
opens into a chamber, whose floor slopes down to the S. This sloping floor 
ends in a flat part, along the S. side of the chamber, 38*3 wide ; from the W. 
end of which starts another sloping passage leading down westwards into the 
coffer chamber. The upper chamber is : 

On N., 697 ; on S., 69-9 ; on W., 167-9. 

The sloping floor is (167*9 -38*3) = 129*6 wide horizontally; 48*6 below 
ceiling at N., and ii5'8 (W.) to 1160 (E.) below the ceiling at S. end. The 
angle, therefore, between it and the flat ceiling is about 27° 29'. The floor is 
much damaged by the tearing out of various blocks which had been inserted to 
make good flaws in rock. 

The most remarkable feature in this chamber (which is entirely rock-hewn) 
is the cutting made to get the coffer passed through it into the lower chamber, 
this last being entered by a passage turned at right angles to the entrance 
passage. In order to turn the coffer, a recess was needed in the E. wall, 
opposite the mouth of the passage to the lower chamber. This recess ends at 
the S. wall, and is 77*3 long on the E. wall, but slopes at its N. end, so as to be 
only 68* I long on its back. It is cut 207 into the wall, and its roof is 45 to 48 
below the ceiling, so that it is 68 to 7 1 high. It has never been filled up with 

R 
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masonry. The coffer cannot have been o\'er 38 wide,' as it had to go down the 

lower passage; and the maximum length that could be turned by using this 

recess, is 88. So probably the coffer was about 37 x 84, allowing for a little free 

space. The recess would also allow the roofing-beams of the lining of the lower 

chamber to be passed down ; a beam 103 wide (J cubit) and 126 long could be 

I turned without needing to take a cubic diagonal. If the beam was 20*6 

1 (l cubitj deep, as seems probable, then, by taking full advantage of the cubic 

' diagonal, it might be 1 39 long ; this would be amply sufficient for the roofing, 

leaving 10 inches for a bearing at each end. 

Not only is there this recess, but at the S.E. comer, in the floor of the 
recess, is a circular hole over 15 deep and 73 diameter. The centre of this 
hole is at 192 from S. wall, and 51 from back of recess; it has a vertical 
groove in the recess back exactly behind it, 8'6 wide and 35 deep, which runs 
up the wall for 15, sloping off to 20 inches above the floor. The use of this 
circular hole seems to be for holding a stout post, around which ropes could be 
passed to control the coffer when sliding it down the lower passage, the groove 
behind it being to allow for the thickness of the rope. The centre of the hole 
is ig-3 from S. wall, and the middle of the passage is ig-}$ from the same; 
hence the hole is exactly in line with the passage axis. 

The roof of the lower passage begins at 785 below the ceiling of the upper 
chamber; and the passage is 496 high vertically (or 41-3 perpendicular) and 
383 wide. The passage floor really begins its slope in the chamber, on the flat 
strip of floor along the S. side, at iSS from the W. wall. The sloping length of 
the passage is 1601. On the N. side it is lined with two courses of stone IT'S 
thick, and the top one I3-45 high. 

The lower chamber differs from all other parts of the inside in being lined 
with fine Mokattam limestone. The dimensions are — 

In rock . N., 20i'4; S., 2021 (?) ; E., 1657; W., i66'3. 
In lining. N., i39-8(?) ; S.. 140 s ; (?) W., ii8(?) 

Only portions of the lining remain, and the floor is deeply cumbered with 
blocks of lining, and probably also of roofing. The lining has a ledge left on it 
2*6 to 4'S wide along the E. and W. sides — or it may be said to recede and 
f become thinner— at 25*0 below rock roof on E., and 25'i to 258 on W, This 
probably was where the long sides of the roofing-beams rested, overlapping the 
wall-hning ; their length must have been from N. to S., as that is the shortCHt 
way of the chamber ; and as they could not support an end over the doorway, 
which is the full height of the chamber wall Over the doorway a dovetail 
stone is very neatly inserted to make good a flaw. 

* U might have been 4a wide (at iha entrance), &nd the lining on one tide of the lover 
passaga toay hare been inserted afLcmard*, but lhi» would not maicrially afleci lit tuTDing. 
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The lining blocks which remain are of the following thicknesses : — S.E., 30*8.; 

W.N.W., 3ro; N.N.W., 25*1 to 26'5. The door\vay sides are 36*3 from N. 

rock, or 10 (?) from N. lining ; and 927 from S. rock, or about 61 from S. 
lining. 

91. The middle one of the small Pyramids by the Great Pyramid (No. 8, 

Vyse) is almost exactly similar in arrangement to the preceding. The 

azimuth of its passage axis is — 3'2o"±io"; but the difference in the width 

of the ends make the sides — i' 20" on E., and - 5' 20" on W. Probably 

■-3'dbi'is the truest statement. 

The sloping passage ends in a horizontal passage 112 long and 38*4 
wide, which leads into the upper chamber. The chamber ceiling is 13*2 
above the passage top, and is all flat The floor slopes down southward, to 
a flat strip along the S. wall ; and dips down within the chamber, to begin 
the floor of the lower passage, which turns out of the W. wall. The chamber 
is not square, from the E. side of the entrance to the E. wall being askew ; 
this E. side of it is really an enlarged form of the recess for turning the 
coffer and roofing-beams. 

The chamber, then, is on N. 637+66*6 along diagonal slope to E. wall ; 
71 '2 on E. wall; 1180 on S.; iio*6 on W. The N. side consists of 384 
doonvay, and 25*3 wall on W. of it, =637. 

The slope-ended recess, or eastern enlargement of the chamber, would 
allow a coffer 113 long to be taken in ; more likely it was 95 or 100 long; the 
width being limited to 384 by the entrance passage. The necessary roofing- 
beams, for lining the lower chamber, could also be passed down. 

The upper chamber is 93 high, from the flat strip of floor on the S. of 
it ; but the floors are all so encumbered, and so rotten, that no precise height 
can be taken. 

The sloping roof of the lower passage begins 58*4 below the chamber 
roof; and is 1038 long horizontally. 

The lower chamber is lined, like that in the other Pyramid, with fine 
limestone. Its size is 

In rock ... 2095 N. 212*8 S. 2098 E. 2090 W. 
In lining ... (?) (.?) (?) 121-6 W. 

The N. side of the rock has been cut away too deeply over most of it ; but 
the chamber length is shown, by the lining remaining, to have been about 
1 21*6. As the largest beams that could be brought in (of 206 X 103 section) 
would be 164 long, there would be probably 15 inches of bearing at each 
end, and 10 inches allowed for free turning in bringing them in. 

There are red lines on the rock walls, showing where the planes of the 
inside of the lining were to come. These lines are on the S. wall at 288 
from E. and 292 from W. ; on the W. wall at 217 from S. ; and on the 
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E. wall at 20'9 from S. The corresponding casing actually measuring 28*2 
and 279, for the 292 lines; and 21*0 for the 217 and 20*9 lines; the small 
differences being due to irregularities in the rock cutting. 

There are no traces of the cementing-in of the lining above 32*8 or 33 X) 
from the roof (except on the N. side) ; and this probably shows at about 
what level the walls ended, and the roofing-beams were put on. The doorway 
roof ends at 282 (N.) to 288 (S.) below the rock roof; and probably the 
ceiling-beams would be flush with that The sides of the doorway are of 
polished rock, evidently never lined; they come at 136*3 from the N. rock 
wall, and 34*9 from the S. rock wall ; the passage being 38*6 wide. 

A part of the casing of the southernmost of the Pyramids by the Great 
Pyramid (No. 9, Vysc) was accidentally uncovered by the Arabs digging for 
nitrous earth ; and I measured it as follows : — 52** 10', 52** 28' (both good 
measures), 52® o', 52** 25', 51° o' (bad). Giving the good double, and the bad 
half, weight of the others, the mean is 52^ 11 '±8'. 
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CHAPTER XIII. 

THE POSITIONS AND ORIENTATIONS OF THE PYRAMIDS. 

92. The relative positions of the three larger Pyramids to one another 
were completely fixed in the triangulation, which included them all. The 
following are their distances apart, as measured on parallels inclined — s' to 
true N. — t,e,y at the mean azimuth of the First and Second Pyramids ; and also 
the distances, and the angles from these parallels, of the direct lines from one 
Pyramid to another : — 

N. E. Direct 

Centre of First to centre of Second Pyramid ... 13 93r6 and 13 165*8=19 168*4 at 43*^ 22' 52" 
„ „ „ Third „ ... 29 102*0 and 22 616*0=36 857*7 at 37^ 51' 6" 

„ Second „ „ „ ... 15 170*4 and 9 450*2=17 873*2 at 34^ 10' 11" 

There does not appear to be any exact relation between their centres, or 
between the corners ; and from the nature and appearance of the ground, 
and the irregularity of the peribolus walls, it would not seem likely that any 
connection had been planned. 

93. The orientation of the Great Pyramid is about 4' West of North ; a 
difference very perceptible, and so much larger than the errors of setting 
out the form (which average 12"), that such a divergence might be wondered 
at. When, however, it is seen that the passage, which was probably set out 
by a different observation, nearly agrees in this divergence, it seems unlikely 
to be a mere mistake. And when, further, the Second Pyramid sides, and 
also its passages, all diverge similarly to the W. of North, the presumption 
of some change in the position of the North point itself, seems strongly 
indicated. The Third and lesser Pyramids are so inferior in work, that they 
ought not to interfere with the determination from the accurate remains ; they 
would, however, scarcely affect the mean deviation if included with the better 
data. The azimuths of the two large Pyramids are thus : — 



Great Pyramid, casing sides 



„ „ \,W4V. „ 



core 
Second „ casing „ 

„ „ passage (Smyth) 

Great „ 



- 3' 43"± 6" 
-S' i6"±io" 
-S' 26"=ti6" 
-5'37"=tioV) 

- 5' 49"± 7" 
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In considering these results, the difference of the casing and core azimuths 
of the Great Pyramid shows that probably a re-dctcrmination of the N. was 
made after the core was finished; and it must be remembered that the 
orientation would be far more difficult to fix after, Uian during, tlic con- 
struction; as a high face of masonry, for a plumb-line, would not be available. 
The passages of the Great and Second Pyramids are the most valuable 
elements ; as, being so nearly at the polar altitude, a vcr>- short plumb-line 
would transfer the observations to the lixcd plane. Considering, then, that 
the Great Pyramid core agrees witli the passages far closer than does the 
casing, the inference seems to be that the casing was fixed by a re-dctermi nation 
of N., by the men who finished the building. These men had not the facilities 
of the earlier workers ; and are shown, by the inferiority of the later work in 
the Pyramid, to have been far less careful. Hence the casing may probably 
be left out of consideration, in view of the close agreement of the four other 
determinations, one of which — tlie passage — was laid out by the most skilful 
workmen of the Great Pyramid, with their utmost regularity, the mean variation 
of the built part being but A inch. 

The simple mean of the last four data is —5' 32"±6"; their divergences 
being just what would be expected from their intrinsic probable errors. The 
passages are, however, probably far the most accurate lines in their execution ; 
and as the Second Pyramid is inferior in its workmanship, — S' 45"±5" might 
be well taken as the result from them alone. On the whole, considering the 
various values of the data, — 5'4o"±io" maybe taken as a safe statement of 
the su^csled place of the pole, at the epoch of the Pyramid builders. 

94, There are, however, two checks on the supposition of such a change 
in the pole: the observations of any change in later times, and the existence 
of an adequate cause for the change. Now, the best latitude observations at 
Greenwich, those on Polaris — least affected by erroneous refractions — appear 
to show a latitude of 51* 28' 38'S8" during 7 years, 1840-7 ; ^S'jo" during 10 
years, 1851-61 ; 38-22" during 3 years, 186J-5; and 3830" during 8 years, 
1868-76;* or on an average a decrease of '28" latitude in 28 years, or i-o" per 
century. But Maskelyne's discussion in the last century yielded 397", for mean 
epoch 1761. This implies a decrease of i^S" per century, agreeing as closely 
as could be expected with the change in recent obscr%ations. 

Hence, in 4,000 to 6jOOO years — the age of the Pyramids by different 
chronologcrs— the change of Greenwich latitude would amount to just about 
i'. Thus, as far as observation can lead us, it seems to show a shifl of the 
earth's axis tn longitude o" to a fifth of the extent shown in longitude I3i* by 
the Pyramitl orientations ; and therefore a change of the same order, and not 
improbable in its extent 

* See dJAxram in Mr. Christic'i paper ; &Icm. Ail- Soc, xlv. 
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As to the adequacy of a cause for such a change, it is hopeless, in our 
ignorance of the exact amount and velocity of the ocean currents at different 
depths, for us to strike a balance of them, and see how much motion is 
outstanding to affect the axis of rotation. But we can at least see what sort 
of proportion the required effective current would bear to the whole of the 
currents. Assuming a change of place of the axis amounting to i' in 1,000 
years, it seems that a ring of water circulating around the earth, across the 
Poles, at I mile per hour, and only 4 square miles in section, would suffice to 
cause such a change. This is an amount of unbalanced, or outstanding, current 
which is quite imperceptible in the balancing effects of the various ocean 
currents ; and therefore amply accounted for by existing and known causes, 
even apart from atmospheric currents. 

Thus the apparent change in the axis of rotation shown by the orientation 
of the Pyramids, is of the same order as a change actually observed. It is also 
far within the changes likely to be produced by known causes, and the uniform 
deviation is otherwise unaccountable in its origin. Hence it appears that it may 
legitimately be accepted as a determination of a factor which is of the highest 
interest, and which is most difficult to observe in any ordinary period.* 

* Careful re-determinations of the meridians fixed in the beginning of the Ordnance Survey 
might be of value ; as (according to the Pyramids) a change of 5'' might be expected in their 
azimuths. 



CHAPTER XIV. 

THE GRANITE TEMPLE, AND OTHER REMAINS. 

95. The Granite Temple stands near the Sphinx, at the fcwt of the hill of 
Gizch ; and is directly connected with the Second Pyramid, by means of a 
causeway which leads from its entrance, straight up to the entrance of the 
temple of that Pyramid. 

This causeway was a grand work, about 1 s feet wide and over quarter of 
a mile long. The rock has been uniformly cut down to a sloping bed, on which 
has been laid apparently two layers of fine white limestone. The rock looks at 
first as if it were all masonry, owing to every stone that was placed on it having 
been more or less let into its surface, just like the building of the Pyramid courses 
one on the other. All the paving has been torn up, and only a few blocks are 
left lying about : tliese have a shallow drain cut in them, apparently on the 
upper side of the lower layer of paving. This causeway was only discovered 
two or three years ago; though Professor Smyth, as far back as 1865, had 
mentioned that the entrance of the Granite Temple pointed to the Second 
Pyramid, and had thence argued for a connection between them. 

The direction selected for this causeway is not due E. from the temple 
of the Second Pyramid ; and it is therefore not square with the Pyramids, 
nor with the Granite Temple, which is similarly oriented. Kor this divergence 
from the nearly universal orientation of other constructions here, there seems 
good reason in the fact of a very suitable ridge of rock running in this direction, 
with a sharp fail away on each side of iL Hence, unless an enormous mass 
>f masonry had been built up, to fill a valley that nms due E. of the Second 
Pyramid, there was no means of making the causeway square with the other 
:onstructions. This causeway may have been regarded as a Via Sacra ; for 
on both sides of it the rock is closely perforated with the large shafts of rocle 
tombs, over which chapels were probably built, bordering the causeway. 

The two temples which this causeway connects — the upper one, in front of 
the Second Pyramid, and the lower one, or Granite Temple — are closely alike to 
their character ; and the temple of the Third Pyramid seems to have been 
similar to them. Itoth of them were built with a core of m^alithic blacks of 
limestone, ranging in their weight to over a hundred tons each ; and these 
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were cased over by massive blocks of granite or of alabaster. The upper 
temple has been far more destroyed than the lower ; only a few blocks of its 
polished granite remain, and its ruins are half buried in heaps of chips of 
alabaster,* limestone, and granite. It had a sloping ascent, like the lower 
temple, probably to a court over the roof of its chambers ; and innumerable 
fragments of polished diorite statues, beside alabaster vases and inscribed 
ornaments, are mixed together in the rubbish, evidently derived from the 
destruction of statues like those of Khafra, which were found dashed into the 
well in the lower temple. 

96. The lower temple, or Granite Temple, which has also been called the 
Temple of the Sphinx, was apparently a free-standing building, like the upper 
temple. This is not the view of some who have seen it, and who suppose that 
it is a rock-excavated work, lined with granite, at least in the lower parts, for 
the upper half is manifestly built But Mariette (Rev. Pol. et Lit 6 Dec, 1879) 
expressly says that it is all built ; and he describes the outer surfaces as being 
smooth, and " ornamented with long grooves, vertical and horizontal, skilfully 
crossed," which seems to imply a design like the lattice-work pattern of the 
early tombs. As far as the outside can be now seen, to about fifteen feet above 
the base, it is built of megalithic blocks ; and in the inside a rough chamber, to 
which an entrance has been forced, shows the hidden construction ; and here it 
is all built of immense blocks of limestone, resting on a bed of rock at the base 
level of the temple. Again, just outside it, on the N.E., is an enclosure of crude 
brick and rough stone, lately cleared, and there the rock is at about the level of the 
base of the temple. It seems most probable, therefore, that it is entirely built ; 
though possibly heaped round with stones and sand on the outside, like the 
tombs on the S. of the Great Pyramid, and at Medum. Until the outside shall 
be cleared, and the construction put beyond doubt, the evidence points to this 
resembling the upper temple in every respect 

The arrangement of the Granite Temple will be seen from the plan, PL vL 
The causeway from the upper temple runs down the hill, in a straight line, into 
the passage which slopes down into the great hall. The pillars in this hall are 
all monoliths of dark red granite, like that of the walls ; they are 41 inches 
(2 cubits) square, and 1742 high, weighing, therefore, about 13 tons each. The 
two larger pillars, placed at the junction of the two parts of the hall, to support 
three beams each, are 58 inches wide, and weigh over 18 tons each. All these 
pillars support beams of granite, which are likewise 41 inches square in the 
double colonnade, and 478 to 484 deep ^in the single colonnade, where their 
span is greater. The shorter spans are 128, and the longer 145 inches ; so that 
the beams are not as heavy as the columns, the two sizes being g\ and 12 J tons. 

♦This is carbonate of lime, in crystalline nodular sheets ; and is called Oriental alabaster, 
by the wide use of that word for both sulphate and carbonate. 

S 
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Six of diese beams, or a third of the whole, are now missing. The Arabs say 
that they were found lying dislodged in the temple ; and that Marictte, when 
clearing up the place to exhibit (at the festivities of the opening of ihe SiiM 
Canal) had them blasted to pieces by soldiers. This seemed scarcely credible, 
although very similar stones are reported of that Conservator of Antiquities; 
but among the quantities of broken granite, which is built into a rude wall to 
keep back the sand, I found many pieces with polished surfaces like the beams 
in question, and with distinct blast-holes cut in them, quite different in character 
to the holes drilled anciently. This ugly story, therefore, seems confirmed. 

Besides this great hall, with the colonnades 222-4 inches high, there is 
another hall to the east of it, which has been much higher ; and from each end 
of the eastern hall is a doorway, one now blocked up, the other leading to a 
chamber. Out of the great hall a doorway, in the N.W. corner, leads to a set of 
six loculi ; these are formed in tliree deep recesses, each separated in two by a 
shelf of granite. These recesses still have their roofs on, and are dark except for 
the light from the doorway, and from a ventilator. The lower part of the walls 
of each recess is formed of granite, resting on the rock floor; this is 61 "C to 617 
high. Above (his is the granite shelf, 28 thick, which extends the whole length 
of the recess. In the southern recess this shelf is nearly all of one block 
176X over 72x28. Upon this shelf, over the lower recesses, arc placed two 
walls of alabaster, dividing the upjier three loculi ; bolli walls arc irregularly a 
few inches southward of the lower walls. The extraordinarj- length of thew 
loculi^^ver ig feet— seems strange ; especially as the turn to the side loculi 
would prevent any coffin larger than 30 X 76 incites being taken in unless it were 
tipped about to get the benefit of the cubic diagonal. The doorway is only 
804s high, so that nothing over 80 inches long could be taken in on end. 

On the S. side of the short passage leading to these loculi, a stone has been 
removed from the wall, and by climbing in, a curious irregular cluimber is 
reached, evidently never intended to be seen. It is entirely in the rough, the N. 
and part of the W. side being merely the backs of the granite blocks of tlie halt 
and passage; these are irregular, in and out, but nevertheless very well dressed, 
flat and true in most parts. The rest of this chamber is of rough core masonry, 
just like the core of the upper temple, and the floor is of rock, with a step down 
across it (broken tine in plan] about the middle of the chamber. The base of 
the S.VV. corner of the chamber is entirely in one block, the lower or sunken 
part of the rock floor being levelled up by a base plane cut in the block, and the 
S, and W. sides being two vertical planes in the same block, so that it forms 
a hollow corner all in one piece. On the S.I*I. the chamber is bounded by a 
rough wall of stone scraps built in when it was recently opened. In the 
chamber were found, it is said, several common mummies ; perhaps of late date, 
like those 1 found in the H.N.E. rock trench. 
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The history of the opening of this secret chamber seems to have been that 
in destroying the temple, for the sake of building stones, the pillagers began at 
the S.E. and S.W. corners ; here they pulled stones away until they opened into 
this chamber, and then, finding a granite wall on one side of it, they dragged 
out the smallest block, and so broke through into the passage. A clearance of 
the outside of the temple is needed, however, to settle this as well as other 
questions. 

Another covered chamber also exists, branching from the entrance passage ; 
this is built of alabaster and granite. Opposite the entrance to it is a doorway, 
leading to an inclined passage, which was the ascent up to the former roof of 
the great hall. This passage is of alabaster, and the upper doorway of granite. 

The whole of the area above the great hall appears to have been at one 
level, and to have formed a large uncovered court, surrounded by high walls. 
That it was not subdivided into chambers would appear from the character of 
the facing of the wall, which remains in one corner over the six loculi. This 
wall is of fine limestone, and not of granite or alabaster, which were used in 
covered parts of the building ; and it has a considerable batter, unlike the walls 
of the halls or chambers below, and only resembling the external walls of 
tombs. Each feature shows, therefore, that it was open to the sky. As no 
temples more complete than this are known, except those built one to three 
thousand years later, it is unsafe to argue by analogy ; but still there is no case, 
I believe, of a second story to a temple ; and smaller temples over the large 
one (as at Dendera) are of the character of additions built in a court on the rooft 
and not upper stories as parts of a whole design. 

The ventilators are a peculiar feature of the building, though somewhat like 
those to be seen in the tombs. They were formed by sloping slits along the 
top edge of the walls, a few inches wide, and usually 41 inches long. Only one 
remains perfect, that opening out of the chamber of loculi ; this slit opens into a 
rectangular shaft, which rises to some way above the roof, and there opens with 
a square mouth of alabaster on the face of the upper court wall. The mouth is 
on the same side of the shaft as the slit ; and hence the only light entering is 
reflected from the side of the shaft. The slits cut for these ventilators exist 
all along the Western part of the gfreat hall, and are marked on the walls in 
the plan. 

The Eastern hall appears to have been formerly much higher, probably as 
high as the smaller chamber on the N. of it, which rises several feet above it. 
The signs of this are the absence of ventilating slits along the present tops of its 
walls, and the two large recesses at each end of it, which are now less than 
half their original height What these recesses originally were like may be seen 
by a similar recess in the small chamber at the N. end. Here is a large recess 
in the W. wall, quite rectangular, and free from any ornament, like all the other 
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parts ; it is roofed acro^ by a deep lintel, the whole being of the same red granite | 
as the rest of the walls. 

What may have been the use of these recesses, is an inquiry which seems to 
be solved by the other question, as to where were the original sites of the dioritc i 
stitues, so many of which were found thrown into the well in the Eastern halL 
These statues must have had some appropriate place in this halt, and no sign 
appears of any pedestals upon which they could have stood. We might look, 
then, on such niches or recesses in the walls as the original sites of the great 
diorite figure of Khafra, of his lesser statues, and of the equally valuable (though 
sadly neglected) cynocephalus apes of Tahuti, carved in gray granite and green 
basalt, which now lie scattered about the building. These recesses at the end of 
the Eastern hall are 809 (S.) and 85-5 (N.) in width; that in the nortli chamber 
is not accessible. 

97. The workmanship of the building in general, though line looking, is not 
at all equal to that of the Great Pyramid. The granite blocks are fitted 
together anyhow, so long as their joints are horizontal, and somewhat upright ; 
and in some cases even a re-entering angle is cut in one stone to receive the 
comer of another. The waits are also far from vertical, or square with each 
other in plan. The Eastern hall is longer on the present top than at the bottom 
by 72 on E. and 97 on W. side, the difference being nearly all due to a very 
perceptible batter of the S. end. It is also wider at the top than the bottom, 
by 41 on N. end and 39 on S. end. The orientation of it is fairly close ; for, 
judging by the noonday gun of Cairo, it is + 16' or —12' from true N. by two 
different days' observations. The irregularity of the walls discouraged me from 
using polcstar observations for it, the difTcrcncc of width of the ends being equal 
to 10' on the length. All the dimensions marked on the plan are as measured 
at the base, except the Western part of the great hall, which ts much buried in 
the sand. 

The building is peculiar in the fitting of the comers ; not only arc th« 
courses bedded alternately one over the other up a comer, as in the Great 
Pyramid, but each course goes an inch or two round the comer ; the angle 
being actually cut out in each stone. This may be very probably explained by 
what we see in the granite casing of the Third Pyramid ; there the face was 
lefi rough, to be dressed down after building. If. then, the faces of these blocks 
were left with a small excess on thcin, and dressed down afterwards, that would 
make each block turn the comer in tlie way described. 

All the doorways seem to have been fitted with double valve doors : the 
doorway to the loculi is the best to examine. There the pivot-holes cut In the 
granite lintel by a jewelled tube drill arc plainly to be seen ; with the stump of 
the core left by the drill, still sticking in the southern hole. On the floor beneath 
these there is, not another hole, but a highly polished piece of black basalt, quite 
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flat, and free from scratches. It is difficult to see what was the use of such a 
stone, or how the doors were worked. 

98. This Granite Temple, then, appears to have been a mass of masonry, 
probably cased externally with fine limestone ; and measuring about 140 feet 
in each direction, and 40 feet high. This contained a hall about 60 feet lonjr, 
12 wide, and 30 feet or more in height, with a large recess at each end 
containing a statue. These recesses were high up above the doors which led 
into lesser chambers, also containing statues, and from which outer doorways 
may have led. Beside this hall there was the great hall, entered by a doorway 
over 8 feet wide and 14 feet high, and dimly lighted by its ventilators ; one 
part of this was 81 feet long, 22 wide, and 19 feet high, the roof supported by 
six massive pillars ; while the remainder was 55 feet long, 33 wide, and i8J^ 
high, with its roof supported by ten of the same monolithic pillars. There 
were also six loculi, each 19 feet long, in one of the side chambers. Over 
all this was the open-air court on the top, reached by a sloping passage 
of alabaster, and cased with fine white limestone ; its area about 80 feet by 100 
feet, and the walls around it over 1 5 feet high. From the great ceiled halls of 
dark red granite — with their ranks of square monoliths, and vistas as much as 
100 feet in length, all dimly seen by the light reflected through the openings 
along the roof — the main passage led out in one straight line, up the wide 
dazzling white causeway, for more than a quarter of a mile ; thus entering the 
similar temple that stood before Khafra's Pyramid, richly furnished with 
statues, bowls, and vases engraved with his royal name and titles. 

99. The date of the Granite Temple has been so positively asserted to be 
earlier than the fourth dynasty, that it may seem rash to dispute the point. 
Recent discoveries, however, strongly show that it was really not built before 
the reign of Khafra, in the fourth dynasty. 

The main argument for its earlier date is the mention of the ** Temple of 
the Sphinx," in the celebrated tablet discovered at Gizeh. But I found that the 
building to which this tablet belonged was of the twenty-first dynasty ; and, as will 
be seen in the " Historical Notes" (section 118), this tablet is either a refurbished 
and altered copy of an older inscription, or more probably an entire invention. In 
no case, however, would it be certain that the Granite Temple was the identical 
temple of the Sphinx, rather than the temple of Isis, or that of Osiris, which are 
also mentioned ; and there may easily have been other temples in the neighbour- 
hood, whose foundations are as unknown now as the whole Granite Temple 
was a generation ago. The whole reasoning turns on the supposition that 
a building which is near the Sphinx, though not known to be in any way connected 
with it, is yet necessarily identical with a temple of the Sphinx, mentioned on a 
tablet which has internal evidences of being untrustworthy, and which was 
written about a couple of thousand years after the time mentioned upon it 
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The argument, on the other hand, for the Granite Temple being of the 
fourth dynast>-, is drawn from its own construction, and is, therefore, 
contemporary evidence. The great causeway from the temple runs askew 
to the orientation of the temple and Pyramids ; and the adequate reason for 
this is the presence of a ridge of rock running along in that direction. But 
the entrance passage, which is built all in one mass with the temple, and U 
certainly contemporary with it, is also skewed exactly as the causeway. This 
shows that the causeway cannot have been designed after the temple, since there 
must be a strong reason for building one part of an oriented structure askew lo 
the rest of it If the causeway, then, is as old as the temple, what could be the 
meaning of running a causeway up to a bare hilt-top, if no temple or Tyramid 
existed there? more especially as all other causewaj-s and approaches run cast 
instead of west. The only adequate reason for this arrangement ts the 
pre-existence of the Second Pyramid and its upper temple, before the aiuifcway 
and lower temple. The same conclusion is arrived at when we consider the 
other Pyramid causeways, and see that the causeway of the temple was (in the 
cases of the Great and Third Pyramids) doubtless the causeway by which the 
materials were brought during the building. If the Granite Temple existed before 
the causeway, and so blocked the end of it, there would be no way of taking the 
stones up for building the Second Pyramid. The lower end o( the causeway 
must have opened freely on to the plain, until the completion of the Pyramid 
and upper temple. 

Thus the arrangements of the buildings themselves point clearly to the 
following order of design. First, the Pyramid of Khafra ; second, the temple 
built symmetrically in front of that Pyramid ; third, the causc^vay, leading 
askew from that temple down a rid{^e of rock ; and fourth, the Granite Temple 
at the foot of the causeway, with its entrance passage skewed into line with the 
causeway, though the rest of the temple was oriented, like e*-cryihing else in 
the neighbourhood. 

The fact that the only datcabic remains found in the Granite Temple were 
statues of Khafra also shows that it is of his period; since the idea of his 
appropriating an earlier building is very unlikely. 

Such, then, is the contemporary evidence on the age of this building, given 
by the causeway and passage. 

too. There arc, at Gizcti, remains of various other great buildings of the 
Pyramid period, as well as the Granite Temple (or rather the lower Granite 
temple of Khafra) and the upper temple by the Second Pyramid. 

On the east side of the Great Pyramid a large building existed, of which 
but little can be found to show its nature The great basalt paving, about 90 
feet by 1 80 feet, has been described already (section 28), and a great platrorm of 
this sort must have been port of some large work. The sui>crstructure, now 
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destroyed, appears to have been lined with granite, like the temples of Khafra ; 
many large pieces of polished granite are to be seen lying on the S. side of the 
basalt paving ; and on the E. side, in the inner end of the E.N.E. trench, is a 
block with two adjacent faces, and a third worked surface on it is precisely 
like that of the holes for the pivot blocks of the doors in the Granite Temple. 
Again, when excavating on the basalt pavement, at the middle of it, I found 
several large hewn blocks of granite, mixed up with the blocks of basalt which 
lie all torn up there. By the basalt paving 1 also picked up several flat pieces 
of diorite ; some polished, and others rough-dressed as for cementing in a 
building. To understand somewhat more of the nature of this part, the whole 
site of the basalt paving and around it should be cleared of sand and chips, and 
all pieces of granite and diorite carefully noted down. 

The great rock-cut trenches on the E. of the Great Pyramid have every 
appearance of having been lined with fine stone ; not only in each of them are 
blocks inserted with plaster, and other plaster remaining, but the surfaces are 
very irregular, and certainly not final ; and in most parts the characteristic 
recessing is to be seen, cut out to hold the irregular backs of the lining blocks, as 
they were fitted one by one, exactly as in both of the granite-lined temples of 
Khafra. This recessing can never occur from any cause, except the actual fitting 
in of the irregularities of the individual blocks of lining; and it must always 
show, not only that a lining was intended, but that it was also fitted in. Again, 
the irregular, but flat, kdges on many parts (such as around the inner end of the 
S. trench, and along the sides of the E.N.E. trench) are exactly what would be 
made for fitting blocks of lining. Now the width of the inner end of the S. 
trench is only 134 inches, and that of the E.N.E. trench 170, and its outer end 
1 50 ; and lining blocks can hardly be reckoned at less than 30 inches thick, 
considering the height was 20 feet ; hence these trenches must have been 
narrowed to long vertical slits or crevasses about 5 or 6 feet wide, 20 feet deep, 
and 160 feet long, lined with costly polished stone. 

Of the smaller trenches, the N.N.E. is partly built, and was almost certainly, 
by its form, position, and wear, a drain to carry off* the washing of the basalt 
pavement, or possibly for some sacrificial arrangement ; the other slight trench, 
at the N.E. corner of the Pyramid, has a uniform fall, as if for a drain. 

loi. On the E. side of the Great Pyramid, among the rubbish near the 
smaller Pyramids, were found two pieces of the casing of a Pyramid, each 
unique. One is a piece of a basalt casing stone, with three worked faces, i>., two 
outer faces of a Pyramid, and the horizontal joint below them ; being, in fact, a 
bottom corner of a ridge casing stone. The fragment is about 7 inches high on 
the faces, and 5 inches wide along the base. The joint surface is beautifully 
worked, by pick-dressing slightly ground ; being seldom over ^ inch from a true 
plane, and generally much less. The angle of slope must have been 5 1 ** 9' ± 5', 



as determined by the angle of meeting of the faces ; but the joint dipped down 
1° i8', so that the angle of the block is 52' 27'. From this it seems probable 
that one of the smaller Pyramids had arris lines of basalt down each comer, to 
prevent wear and weathering ; the general casing of all of these Pyramids was 
certainly limestone ; as I picked up pieces (with the angle of slope) by each of 
them. 

The other remarkable piece of casing is a bottom comer, with an uprigbt 
joint, of a diorite casing stone. The idea, even of arris lines being cased with a 
stone so valuable and difficult to work, is almost incredible ; but this chip, some 
four inches long on the face, and one inch on the joint, cut to the regular 
angle (i>., 52" 30' ± 10'), seems to admit of no other explanation. 

It therefore appears as if the small Pyramids of the family of Khufu were 
adorned with the protection of edges of the hardest and toughest stones, which 
embraced the faces of polished white limestone ; an architectural effect quite 
new to our ideas. 

102. The use of diorite at Gizeh is worthy of study ; it is far from a cooimoo 
stone, and was generally reserved for statues, no building stones of it being 
known in st'/u. Hence, wherever it is found it is both unmistakable and import- 
ant. Of wrought and finished diorite, I found opposite the N. face of the Great 
Pyramid two pieces; each with thri;e faces meeting at right angles, two faces 
rough dressed and cemented, and the other face fine ground. These must have 
belonged to some building work in diorite ; and probably belonging to the same 
were two angle pieces with both faces polished, and two plane chips, both 
polished. Beside these, in the same place, were many pieces of diorite with 
slight saw cuts in them. ^ to 2 inches deep, and hammer-dressed surfaces ; and 
also innumerable chips of diorite lying about. All these pieces are solely ft 
lying on the surface, and never within the sloping stratification of the ancient 
Pyramid masons* rubbish. They seem exactly as if some small constmction, or 
object, in diorite, had been smashed up in one spot 1 but there are no foundations 
or traces of a building on the bare rock, for hundreds of feet on cither side of it. 
The site of these fragments is exactly opposite the entrance to the Great 
Pyramid. Now, Greaves (in 1638J mentions a tradition that the niche In the 
Queen's Chamber was the place for an idol; and it would be a vcrj" suitable 
recess to hold a great diorite slatuc like that of Khafra, which probably stood 
in a recess in the Granite Temple, If, then, such a statue and its pedestal had 
been broken up, and carried out of the Pyramid, and finally chipped to pieces at 
the edge of the hill, — with the same intcn.sity of hatred that is shown in the de- 
struction of the other statues at the temple of the Second Pyramid, at Abu Roaxh, 
at Sakkara, and elsewhere, — this would account for the corners of built blocks 
found here, which might be parts of the pedestal ; for the rough pieces, which 
might be the backs of the blocks ; for the various pieces of polinhcd diorite ; for 
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the quantity of diorite chips ; and for some pieces of diorite statues, and other 
dressed fragments, found a couple of hundred feet to the westward. There is no 
place so likely for the diorite to be brought from, as from the Great Pyramid ; 
since this site is the part of the hill edge nearest to the entrance, but not near to 
any other place. Unhappily, there has been such a large amount of quarr>'ing 
and replacing in the Queen's Chamber, and so much rubbish from there has 
been distributed elsewhere, that it is vain to look for any diorite chips still 
remaining there. 

Beside the diorite on the above site, I found many fragments of polished 
statues, and probably thrones, among the rubbish overlying the tombs on 
the E. of the Great Pyramid ; and also specimens illustrating tube-drilling, 
ordinary sawing, and circular sawing in diorite. For an account of these, see 
the " Mechanical Methods." 

Beyond the tombs south of the Great Pyramid, I found a piece of a .statue ; 
but this most likely came from the great site for such pieces, the temple of the 
Second Pyramid. There, in the rubbish, any quantity of chips of statues, bowls, 
and other objects in diorite, may be found. Bits of statues large and small, 
fingers, toes, drapery, and hieroglyphs are readily to be picked up. 

Behind this Pyramid, in excavating the workmen's barracks, I turned up 
several pieces of statues, both in diorite and alabaster ; these had been less \\'orn 
than is usual with such fragments, and all retained traces of their colouring ; 
black for hair, and green for dress, on the alabaster ; and uniform white plastering 
on the diorite. Beside these I found a small piece of diorite, hammer-dressed in 
curve, opposite the door of the Second Pyramid, on the rubbish. 

The exact position of all wrought fragments of diorite, should be carefully 
noted when they are found ; as by this means many suggestions may be obtained 
as to objects that are now entirely destroyed. 
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TOMES AT GIZEII. 

103. Although plans were made in i88o-3i, of all the accessible tombs ol 
Gizeh, it is hardly desirable to add them to tlic bulk of the present volume, 
especially as they have not much bearing on the Pyramids and temples. But 
the determination of the typical angle of the built tombs is interesting, not only 
in itself, but also in connection with the Mastaba- Pyramids of Sakkara and 
Medum (see section no). 

The rows of tomb-chapels (in Arabic mastaba) built on the surface of the 
rock at Gizeh, are nearly all constructed with the same angle. To determine 
the amount and variations of this, I measured the following tombs, which I 
selected as being mostly well wrought and in good condition, The numbers 
given are those of Lepsius, 

No. 45 mean of 9 measures, 

No. 49 „ 2 „ 

No. 37 „ 9 - 

Between (. « 7 » 

Nos. 37 and 40 J ( „ 6 

No. 14 „ t2 „ 

No. 44, N. part, „ 15 „ 

No. 18 „ 13 

No. 17 „ 7 » 

Properly weighting these data (inversely as the squares of their probable 
errors) the mean is 7S''S2'±io' ; and No. 44, which is by far the finest work of 
all. is 76*0' ± 5'. Now 75" 57' so" is the angle produced by a rise of 4 on a base 
of I ; hence the rule for the mastaba-angle seems to have been to set back the 
face 1 cubit in every 4 cubits of height The slope of ik)'*S7:fci 5' on E. and W. 
of one mastaba is probably designed on the same principle ; as a rise of ti on I 
yields a slope of 80" 32' 1 5". 

IQ4. The very remarkable tomb known as Campbell's tomb, rcquirca some 
notice here, as it has been associated with the name of Khufu by some writers. 
For a detailed plan and measurements reference should be made to CoL Vyse's 
volumes ; but we may state the general form of it as a large square pit in the 
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rock, 26 by 30 feet, and 53 feet deep ; outside this there is a trench, running all 
round it at 9 to 22 feet distant ; this is 5 feet wide and 73 feet deep. Bars of 
rock are left at intervals across this trench. Altogether about 10,000 tons of 
limestone have been excavated here. 

The gold ring found here, bearing the cartouche of Khufu, only belonged 
to a priest of that king in late times, and the king's name on it is only intro- 
duced incidentally in the inscription, which does not profess to be of early 
period. But there is, nevertheless, ground for believing this excavation to be 
the remains of a tomb of the Pyramid period. 

When this pit was cleared out by Vyse, he found a tomb built in the 
bottom of it ; but this cannot have been the original interment, for the following 
reasons. On the sides oF the pit may be seen the characteristic marks where 
the backs of lining blocks have been fitted into the rock (see section lOO); and 
on the surface round the pit and the trench are numerous traces of the fitting 
of stones, and of plastering, and even some remaining stones let into the 
rock. Hence this pit has been lined with fine stone, and a pavement or a 
building has existed above it at the ground level. This lining would so far 
reduce the size of the pit, from 3 1 5 width to probably about 206 inches, that it 
could be roofed either with beams or with sloping blocks. But the object of 
such a deep pit seems strange, as it would form a chamber 50 feet high. 
Perhaps the great rock-pit of the Pyramid at Abu Roash explains this ; as Vyse 
says that in his day, there were signs that it had been filled up with successive 
spaced roofs, like those over the King's Chamber. 

The remaining indications then show that this pit is merely the rough sliell 
of a fine-stone chamber, probably roofed with successive ceilings for its greater 
security, and having some pavement, or probably a great mastaba chapel, on the 
surface above it The access to it was perhaps down the square shaft in the 
rock, which still remains. It is certain, then, that the tomb of the twenty-sixth 
dynasty, built of small stones in the bottom of the great pit, after all the lining 
had been removed, and when it was again a mere shell, cannot have been the 
original interment. And from the character of the design, and its execution, 
there can be but little hesitation in referring the original work to the fourth 
dynasty. Though it may not have been the tomb of Khufu himself, as some 
have suggested, yet the trench around it may at high Nile have readily held 
water, insulating the central pit ; and it may thus be the origin of the description 
of Khufu's tomb, given by Herodotus, For the details of the levels connected 
with the question, and also plans and measures, see Prof, Smyth's account in 
Edinburgh Ast. Obs., vol. xiii., page loi. 
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NOTES ON OTHER PYRAMIDS. 

105. Some of tlie other pyramids that I have examiriL-d have such impor- 
tant bearings on those of Gizeh, that it will not be out of place to give some 
notes here upon their construction, though they have been mostly described by 
Vyse and Perring, to whose account this must only be coasldered supple- 
mentary. 

Beginning at the north, the first Pyramid is at Abu Roash, five miles N. o* 
Gizeh. It is situated on the top of a striking hill of white limestone, a culmU 
nating point of the Libyan Desert, which is seen from far in the Nile Valtcy. 
This hill is deeply scored by watercourses which wind through it ; and its Nile 
face rises at a steep slope of 35°- The wild and desolate valleys of it were used 
for interment by the ancient Egyptians ; as outside a cave, now partly fallen in, 
1 found fragments of bronze, and of a very large, thin, translucent alabaster 
bowl. On this hill there are apparently the remains of two Pyramids, but of cne 
of them nothing much can be stated without cxca\-attons. Of the other, the 
general appearance is a large pit cut in the rock, with a passage leading down 
to it ; about ten courses of limestone around it, and a great quantity of broken 
stones heaped about it, making a mass some 300 feet square and 40 fcct high. 
Beyond this are heaps of granite chips lying in a line all round the Pyramid, 
and most abundant just in front of the entrance; Leading away northward 
from the Pyramid is a causeway, nearly a mile long, and in some parts 40 feet 
high, running down to the plain. 

The rock-cut pit and passage were originally lined with fine Mokattam 
limestone, which, it is said, was stripped out in the time of Mohammed Ali by a 
mudir. Since Vyse's time some more masonry is gone ; and this Pyramid 
(perhaps the most ancient in existence) is being quarried during high Nile at 
the rate of 300 camel-loads a day, I was told. 

The pit is now about 30 fcct N. to S., by 70 feet E. to W., and about 30 fcct 
high, besides the depth of a large quantity of broken stone in it, beneath which 
Vyse found the pavement. The pas^ge is about 1 8 feet wide. The sides have 
B batter of about 1 in 30. The entrance passages of P)Tamids arc in no 
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case over about 40 inches wide ; if such was the case here, then the lining must 
have been 7 feet thick. Now, looking at the rock-pit, this would imply a 
chamber about 16 feet by 56 feet (or probably 17 feet, i>., 10 cubits, in width), 
the length of it being, perhaps, divided in separate chambers ; and what makes 
this the more likely is that, by this thickness of lining, the sloping roof-beams 
would lie on it and act as cantilevers without any thrust, just as they do at 
Gizeh and Sakkara. Perring considered that there were traces of superposed 
ceilings and spaces, like those over the King's Chamber at Gizeh ; and such a 
covering seems very likely. Roughly observed, by the noon-day gun of Cairo 
the rock-cut passage is only 20' W. of N. ; this, at least, shows it to be as well 
oriented as could be expected in a mere rock cutting which was to be afterwards 
lined. 

An important question about this Pyramid is, whether it was ever finished. 
It has been often written of by Vyse and others as being unfinished ; and the 
rude stone hammers met with here have been classed as implements left by the 
workmen. We now know, however, that jewelled ^aws and drills were the 
tools used by Pyramid builders ; and the rough stone hammers are of exactly 
the types belonging to the rude remains of Ptolemaic times. These, therefore, 
more probably tell of destruction rather than of construction. The great heaps 
of granite all round the Pyramid show that it has been cased with granite ; 
and as it is always believed that no casing was put on a Pyramid until the core 
was entirely finished, this is evidence of the completion of the Pyramid. The 
far larger heaps of granite in front of the entrance, show that it has been lined 
in part with granite. Now, all these heaps, like the hammers, tell of destruction, 
for throughout them broken pieces of worked surfaces of granite may be seen, 
some with two planes meeting; and also many blocks which have cleavage holes 
in them, are too large to be masons' waste, and too small for casing blocks, but 
exactly such as would result from cutting up the casing. The large amount of 
masonry carried away is shown by the depth of 6 or 8 feet of chips lying on the 
top of the remaining courses ; so that the objection that there is not sufficient 
bulk here for the Pyramid to have been complete, is put to rest at all respects 
by the remains of what has been destroyed. 

Whether the body of the king was actually placed in the Pyramid or no, is 
a point of less consequence compared with the fact of finding pieces of granite 
coffer, and of dioritc statue. The pieces of the granite coffer, which I observed 
in the rubbish which had been carried out of the inside, are some of them 
curved ; belonging, therefore, to a modified box-coffin, partially suited to the 
figure. One curved piece of coffer is 8'i thick, and a plane piece is io*2 thick. 
Besides this I found fragments of the diorite statue, including several pieces of 
the figure, and one piece of the throne. This throne had borne an inscription 
arranged exactly like that on Khafra's large statue, and of the same scale ; the 



fragment found reads. ". . . . nub (Ramen . . . .)," showing that the king's 
name was MEN , . . , RA (see PI. xii). Altogether, eight pieces of the 
polished surface and quantities of unwrought chips, were picked up ; and beside 
these I also found chips of basalt (one wrought), and several scraps of Mokattam 
limestone. Everything here has been smashed with great care ; the wrought 
granite had been mainly burnt and powdered; and the surfaces of the statue 
were bruised to pieces before it was broken up ; the block with the piece of 
cartouche on it had been used as a hammer, having a groove cut round tt to 
hold a cord by which it was swung. Exploration here would be most desirablct 
to recover more of these remains, considering how much was found without 
any aid in a couple of casual visits. For the remarks on the builder, sec the 
Historical Notes, section 1 12, 

There is a large quantity of broken pottery on the N.E. of this Pyramid, 
and well-wrought flint flakes mixed with it. This, from its character, 1 con- 
cluded to be of late period ; and this opinion was confirmed by finding a greea 
bead accidentally baked in one pot, which proved it to belong to the later 
dynasties. 

106. The recently opened Pyramid of Pepi of the sixth dynasty, at Sakkara, 
is very interesting as showing many details of construction. The first description 
of it that was published was one that I sent to Dr. Birch, and which was com- 
municated by him to the Society of Biblical Archa;o!ogy, in April, 1881, with 
seven plates of inscription which I copied one day.* As the description then 
given did not contain all the measurements that were taken, I repeat them here. 
The chamber is of the form of the Queen's Chamber in the Great Pyramid - 
the beams of the gable roof rest i on the side wall, and projects J over the 
chamber ; thus they were completely cantilevers, and were quite free from arch 
thrust until they were broken. The roof is not merely formed of one set of these 
deep beams on edge, but of three successive layers of beams, or complete roofs, one 
over another in contact Yet the destroyers have forced a way through all the 
beams, and broken them up, so that many of them are upheld by merely the lhru.4t 
of the fragments against each other. Like the spaces over the King's Chamber in 
the Great Pyramid, the E. and W. walls of this chamber are wholly independent 
of the N. and S. sides and of the roofing-beams, the great end walls extending 
into the masonry of the Pyramid past the building of the rest of the chamber. 

The chamber Is 123 wide ( = 6 x 205), and 3076 long (= 15 x 20'5l); 
the roof being composed of five beams (therefore of 3 cubits each), which divide 
it thus from the E. end o, 62?, I22'2, l82'9, 2447, yay6. The vertical lines of 
the inscription on the W. wall are spaced thus, beginning at the S. end each 
successive ten columns occupies 213, 21-4, 2i'3, 2l.3,jrS and seven columns IS'J. 
* Unfortunately ihc lithofraphci confounded hawks and eagles, which were cxrcfiilly 
separated to the MS. 
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The roof-beams being 85 long over half the chamber, shows their angle to be 
about 434" ; and they extended 93 inches horizontally over the wall, or 128 of 
their total length of 213 on the under-side. These 30 beams of limestone there- 
fore weigh over 30 tons each. 

The coffer itself is of black basalt, of the plain box-shape ; slightly cur\-ed, 
with about 2 inches swell in the sides, to fit the body. The_lid slid on from the 
W. ; and to support it a sort of side-board of masonry appears to have been 
' built up between the W. wall and the coffer, from off which the lid could be slid 
over the coffer. The coffer has only one band of inscription, which is along the 
E. side; this is only the name Ra-meri and usual brief titles. The form of the 
box is remarkably massive, the sides being over a foot thick, and the bottom 20 
inches, although it was only 2 feet wide inside. The dimensions are : — 

Outside 106-5 long 486 wide 447 high. | 

Inside 83? 24-3 248 ±2 

The bottom was measured, in perhaps a rather different part to the depths above, 
as 20'3 thick ; this might make the inside width and depth equal. The ledge for 
the lid is v^ below top, and 1*3 extreme width ; the lower side of it being cut with 
a deep groove along its back, so that the surface in which the lid would rest is 
convex. This was probably done to prevent scraps lodging in the groove, and 
jamming the lid in its sliding. The bottom of the coffer is crusted with resin ; 
but this may have been melted out of the mummy wrappers when the coffer 
was raised on stoni;s, and a fire burnt under it, as appears to have been the case 
during its destruction. It has been broken up by cutting rows of grooves in it, 
and banging it to pieces ; one end being even broken off through the 12 inches 
thickness of the sides. On the E. inside are two nearly vertical grooves, leaning 
towards the S. at the top ; their places measured from the N. end arc at 236 to 
25-0, and 26'2 to 276. 

Beside this coffer there is a square box of granite sunk in the floor ; it 
is 28'l X 279 across the inside, and the sides are 62 thick; thus outside it 
would be 40'4. There is a covering slab, quite flat, and without pin holes or 
fastenings, 41-2 square and g'o thick. 

The chamber is at present half full of chips of the N. and S. walls, which 
had been industriously destroyed in early times ; and of the large quantity of 
the fragments taken out in the recent opening of the Pyramid, it will be impos- 
sible to restore the inscription now, as the inscribed parts were never collected or 
examined, but lay with the rubbish and were carried off by Arabs and travellers. 
Thus much of an extensive text of the early period has been lost. The heaps 
still remaining in the Pyramid should be carefully sorted, and from the large 
pieces of inscription which are among them a good deal might be put together. 
The E. and W, walls arc perfect ; but only the W. is yet visible, of which I 
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copied more than half. The hierogJyphs are beautifully cut in the fine white 
limestone and arc painted bright green. 

The general bulk of this Pyramid is of very poor work ; merely retaining 
walls of rough broken stones, filled up with loose rubble shot in. This appears 
to be the usual construction under the sixth dj-nasty. On a block of ihc W. 
wall of the chamber, where it was covered over by the roof-beams, is a painted 
slab. It is of the style of tomb decoration, with figures variously engaged, and 
brief inscriptions. But it is very rough, and has been built in as a common 
building stone and stopped over with mortar. It therefore seems probable that 
we have here the first example yet known of a learner's work ; great quantities 
of such must have been done by an artist, before he could be entrusted with the 
execution of the bold clear drawing for decorating a tomb. 

107. The Great Pyramid of Dahshur is of fine work, about equal to that of 
the second \'yT&m\<i of Gizeh ; and it was cased with fine white Mokattam lime- 
stone like that on the Great Pyramid of Gizeh. The entrance passage of lime- 
stone has never been polished, but is about equal in work to the fine hamntcr- 
dressing of the granite passage of the Second Pyramid. The passage Is 41*3 
wide, and 47'5 high ; the fine stone of the floor is two courses deep, but does not 
go very far under the sides. The first chamber has r I overlappings, like those 
of the Great Pyramid gallery, and the work of it is much like that, it measures: 

N. 143"9, S. I43'8, E. 328-5, W. 3300, N. door 41-2, S. door4fi. 
Height to first overlapping is 87*0 N„ and 87'2 S., above the tops of the door- 
ways (whose floor is invisible owing to encumbrance) ; from the first to the 
second lap is 35'S, thence to third lap 32'o ; width of first lap is 3-4 to 6a The 
whole height of 87' is filled by a single block over each door ; these single blocks 
extend 1 1 5-3 on the N., and 1 1 36 on the S, wall, besides a part of each hidden in 
the side wall. The passage to the second chamber is 1 24'6 long ; and the second 
chamber 103X) wide, with a doorway 41-2 wide. The dimensions were evidently 
in the usual cubits; 3297 -i- i6 = 2061, 143-4-*- 7 = 20'49i I24'6 -*■ 6 = 2073, 
103-0 -»- 5 = 20-6o, 411 to 41-2 -t- 2 = 206, In the chamber are many ox- 
bones ; some in bitumen, and therefore probably ancient. The passage is much 
polished, as by continual passing, and some animal has a lair tn the inner 
chamber; I did not disturb it, being unarmed and miles from any help; and 
a pair of hyxnas with a family might have proved awkward acquaint,inces. 

108, The Southern or Blunted Pyramid of Dahshur, is in many respects the 
most interesting of any existing, as the greater part of its casing still remains; 
it is so out of the way, that the tide of Arab pillage (which only stripped the 
Gixch Pyramids in the last few centuries) has only lately reached it ; and much 
of the destruction has been done in the present century, and e\'eii a few years 
ago. It is also remarkable for containing two hieroglyphic scribbles of visitors 
the only examples of such known in the Pyramids ; and a curious Greek drawing. 
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of a beast of the pug-dog type. It is cased with yellowish Mokattam limestonf , 
of the same quality as that of the Second Pyramid of Gizeh. This is broken 
away just round the bottom in most parts, also all over the top, and over a large 
part of the W. and S. sides ; the S.W. corner being so much ruined that it can 
be very easily ascended. The courses at the top are 20 to 21 inches high ; a 
reputed cartouche of King Unas on one block is merely a royal bee. The 
casing blocks are very deep from back to front, about 80 inches ; though only 
20 inches high, and about 60 wide. They are more like layers bevelled off at the 
edges than a coating of " slabs of stone," as such casing has been described. The 
joints are not quite horizontal, but dip inward a little ; they are very good and close. 

109. The most valuable part of the remaining casing is that of the door- 
way, as it shows the arrangement for closing the Pyramid (see PI. xi.). On 
either side of the passage is a hole in the wall ; now very rounded and cavernous, 
owing to weathering ; but apparently about 3 or 4 inches in diameter, and 5 or 
6 deep, originally. These two holes are just opposite one to the other, the 
centres being about 13 inside the Pyramid, and 6 above the passage roof.* 
From the point above these holes, the roof slopes upward more steeply to the 
outside, being cut away ; the joint of the passage side, however, continues in a 
straight line. This formation of the passage seems exactly adapted for a stone 
door working on a horizontal hinge ; the holes being for the bronze bearings of 
the pivot, and the cut-out of the roof being to allow the top edge of the door to 
rise when turning it on its hinge. 

Some way within this point is a vertical hole in the roof, 6*2 to 8*2 from the 
W. side, or 33*5 to 355 from the E. side of the passage; and from this hole 
inwards the roof is cut away horizontally for about 32 inches. It is plain that 
this is intended for a door, probably of wood by the smallness of the pivot, and 
working on a vertical hinge. The cut-out in the roof shows this by its length, 
which agrees with the width of the door required ; and also by its only 
extending over the eastern part of the roof, up to the pivot ; while W. of that, 
the 6 inches behind the door when opened, the roof slopes down as elsewhere. 
Unhappily, the floor is all torn up for 195 inches from the outside ; a layer of 
19 or 20 inches being missing from 36 to 195 inches, and a thicker amount of 
25 inches from 36 to the outside. Hence the lower pivot hole and other details 
are missing. At about 130 inches down the passage are two holes on each 
side, one near the top and one near the bottom ; they are about two inches 
wide and one deep, flat on the N. and curved on the S. Probably they were 
for some fittings. 

The form of the outer stone door may be roughly estimated by the 
requirements and limitations of the case. A plain flat slab is what would 
probably first occur to the observer ; but such a slab, which must be 20 inches 

• The sides of the holes are 11 to 15} on E., 11 to i6*2 on W. ; the tops and bottoms arc 
4 to 8i on E. ; 2 to 8 on W. 

U 
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thick by the position of the pivots, would need a pull varjing ftoni 700 to 
1,500 lbs. to lift it up, which could hardly be applied in such a position ; also it 
would leave a gap 15 inches wide at the top edge when shut Considering 
the various data, we may conclude that the door must have been thinned at 
the lower edge to permit of a person getting in without needing to tilt it so 
much as to require a great amount cut away at the top edge, and probably the 
mass would be extended to the S. of the pivot, so as to bring the centre of 
gravity more nearly under the pivot, and thus make the door easier to open. 
Thus the conditions almost limit the form of the door to that shown in open 
shade on the diagram (PI. xi.) ; the closed position of it being outlined by dota. 
The pull required to open such a door by the lower edge would vary from 
zj cwt. at the beginning, to 5 cwt when fully open ; and it could be easily kept 
open by a rod put across the mouth of the passage at A. Thus, when lifted, 
there would be an opening about 15 inches high and 41 wide, for 4) feet long 
under the block, which would leave access to the lock of the wooden door inside. 
For the further discussion of this, and the confirmatory passages of Stiabo and 
an Arabic author, see the Architectural Ideas, section 126. 

The passage of this Pyramid is lower than any that I have measured, 
being : — 
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The dislocation is at a remarkable place, where the roof and floor in thetr 
outward course suddenly turn up in a curve to a point in above the true line, 
and then dropping sharply, they begin again only \i above the inic line, and 
fully regain the old direction in 23 inches distance. Thi.s formation is not 
due to a settlement, for (i) a settlement of 1 1 inches in such solid masonry, not 
far from the ground, is impossible, the more so as it would need a unifonn 
settlement of the whole of the lower part of the passage, which should quickly 
cease at one point, and soon after continue at an equal amount ; and (3) because 
the roof on the upper side of the dislocation is cut away in a slope for 23 inches, 
VI being removed at the maximum. This shows that the builder* were well 
aware of this formation in ihcir time ; and yet that they did not wish to smooth 
it all out, as if it were an accident or settlement, though nothing would have 
been easier for them than to have removed all trace of ft. This part, hke the 
rest of tliis Pyramid, needs far more examination. 

The general work of this Pyramid is about equal to that of the Larger 
Pyramid of Dahshur, and like that of the Gi/eh Pyramids ; it is entirely ot a 
Bupcrior class to that of the sixth dj-nasty P>-ramids of Sakkara. 

I it\ The Pyramids which have been described above are all tn»e Pyramids ; 
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though they are often confounded all in one class with the Mastaba- Pyramids * 
of Medum t and Sakkara (the Step- Pyramid), which are really of a different 
class, distinct in their system and construction. The Mastaba-angle of about 
^6'^ or a rise of 4 on a base of i, has been already described (section 103), and 
the usual Pyramid angle of about 52** is well known. The two are wholly 
distinct, and the examples of them do not merge one into the other. And it 
may further be stated that there are no true Step-Pyramids. Those commonly 
so called (at Gizeh, for instance,) are merely in process of destruction, showing 
the successive working platforms of the building, which rise far steeper than the 
Mastaba-angle ; and of one of the most step-like of all (the middle small one by 
the Great Pyramid), sloping casing may still be picked up around it, and found 
in situ under the rubbish. There are only two of the so-called Pyramids that 
were not cased in a slope without re-entering angles ; these are the two Mastaba- 
Pyramids of Sakkara and Medum, which really consist of superposed Mastabas, 
with the characteristic angle of 76** .t 

The tower-like appearance of the Medum Pyramid is only due to the 
lower steps having been broken away. Not only may the places where the 
steps joined the existing surface be seen, but the lower part of each step-face 
may be found standing in the rubbish at the base (see F. F. in PI. vii., drawn 
from a photograph). The roughened part of the face, where the step joined it, 
has been supposed to be for affixing some decoration or moulding ; but (beside 
the fact that such ornament is unknown in Pyramid architecture) the start of 
the top of the step may be seen in some parts projecting out from the face. 
The lower parts of the sloping faces which are still to be seen in the rubbish 
(well figured in Denkmaler) are also conclusive evidence of faces having 
existed outside of the present tower form ; these faces must have ended their rise 
and been joined to the tower horizontally, at some level ; and the probable equality 
of the steps would require them to join the body at just the places where the 
roughened lines of junction are still visible. An historical proof of the existence 
of the steps formed by these lower faces is given by Abu Abdallah Muhammed, 
quoted by Makrisi (circ. 1400 A.D.), § who mentions a Pyramid built in five 
terraces, and called " Meidoun." It is true that he says it is the highest of the 
Pyramids, which it is far from being ; but, from its situation in a plain, as a 

* McLstaba is the native Arabic name (adopted by antiquarians) for the sloping sided tombs, 
of about 76^ angle, and 10 to 20 feet height. 

t This name has always been variable. In the third dynasty it is Metun; Mariette, from 
some hieroglyphic source, spells it Metum or Men-turn; Abu Abdallah Muhammed (emte^ 
1400 A.D.) writes Meidounj modem Arabs say Medum, 

{The Pyramid of Riga, near Abusir, is stated by Vyse to have had a slope of 75^ 20^ on 
the upper part, and of 50^ below that ; if so, it was a Pyramid on the top of a Mastaba ; but 
more excavation and critical examination of it is needed. 

k See Vyse, ii. 354. 



148 



NOTES OM OTHER PYRAMIDS. 



\Ckt^.xvi. 



modern author writes, " It is most imposing, more so than Gizeh, more so than 
Sakkara;" and the name is conclusive as to which Pyramid he intended. The 
five terraces visible about six centuries ago would be the five upper oacs^ 
showing that the lowest was ruined, or buried in a heap of rubbish, at that tinic. 
Both of these Mastaba- Pyramids arc also peculiar as having been repeatedly 
enlarged. In no case have successive enlargements been found in a true 
Pyramid \^ but both of these structures have been several times liDish«d, each 
time with a close-jointed, polished casing of the finest white limestone; and 
then, after each completion, it has been again enlarged by another coat of rough 
masonry and another fine casing outside of the former casing. This explains 
how readily tlie Medum Pyramid was stripped into a towering form ; there were 
the older polished casings inside it ; as soon as the later coats were strippiHl ofif. 
the older surface was revealed again. 

The Step-Pyramid of Sakkara is of poorer work, but on just the same 
principle as tliat of Medum ; and in this case the additions have been very one- 
sided, since on the South two finished fine casings may be seen far inside it, only 
about a third of the distance from the present middle to the W. side (sec F, F, 
PI. vii.). On the South may also be seen, at the E. end, two polished casings, 
one about 8 feet inside the present rough stripped outside, and another lo^ feet 
inside of that casing. These two casings are not quite at the same slope, 
showing that the exact angle of it is not important, as the additions were not 
uniformly thick all over one side : hence the difference of a couple of degr ees , 
between this Pyramid and the best Mastaba- angle, is not astonishing. 

The Step-Pyramid, or Mastaba- Pyramid, of Sakkara is of an oblong plan ; 
unlike any Pyramid, but similar to the Mastabas. The Mastaba-cl-Farun at 
Sakkara is an intermediate form, being as large as the base of a Pyramid, but 
as oblong and low in its proportion as a Mastaba. Now that the name of King 
Unas has been found in one of the Pyramids, it is evident that his name 
occurring in the Mastaba-el- Farun merely shows that he built it; probably as a 
base for an obelisk, such as is often seen in early inscriptions representing a 
monument or temple to Ra. 

* Even the Thini Pyrumid of Ciieh, the site of which has been incraucd from thai of ibt 
fmX design, has not been enlarged over a finished cauog, but merely modified in the cooneef 
iu building. 
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CHAPTER XVII. 

HISTORICAL NOTES. 

III. In considering the arrangements of the early monuments, the questions 
of the invariability of the climate, and the state of the ground when they were 
built, become of interest. Was the sand as encroaching then as now ? And 
did the builders anticipate the half-buried state of many monuments ? 

In considering these questions we must first glance at the general course of 
Egyptian climate. The country has undoubtedly been gradually drying up. 
The prodigious water-worn ravines in the cliffs of the Nile valley show this ; 
and there are remarkable evidences of the Nile having been habitually some 
50 feet above its present level, thus filling up the whole valley at all times of the 
year. At many points of the Nile valley, particularly at Tehneh, the cliffs are 
all water-worn in holes, exactly in the manner of solution under water ; while 
above this action, over about 50 feet level, the cliffs are worn by aerial denuda- 
tion in a wholly different manner : also the lower part projects forward as a foot, 
in front of the upper part, the action by water being apparently much slower 
than that in air, and tending to prevent aerial denudation afterwards. 

Besides this, at the foot of the cliffs, particularly at Beni Hassan, wherever 
the scour of the current was less, or ravines debouched into the main valley, 
large banks of cUbris have been formed, showing the former power and height of 
the stream. That it was fed by local rains throughout its course is seen by the 
deep gorges in the cliffs, often a mile long, and ending in dried-up waterfalls. 
In the history of the Faium the same drying up is seen ; that district appears to 
have been originally a large lake, which has been gradually reduced, partly 
artificially, until it is now not a tenth of its forflcier size. 

It therefore appears certain that the general change has been one of desic- 
cation ; and the inquiry to be made is, if there be any evidence to show whether 
this change has been continuing in historic times. 

Rain was certainly known in Lower Egypt in the Pyramid times, though 
there is but one evidence of it in the monuments ; the water-spout carved in 
stone, leading from the roof of one of the tombs of the fifth dynasty at Gizch, is 
a proof that such a feature was known, and perhaps in common use on the mud- 



brick houses. Xevertheless, the rain can hardly have been much commoner 
then than now, or more si^s of its action on the tombs tvould remain. lo 
Greek times the rain appears to have been just as rare as it is noa-, or even 
rarer, in Upper Egj'pL Herodotus says that the last that fell at Thebes was 
two centuries before his time, under Psamtik, and then only in drops. Now, 
last year, Mr. Tristram Eliis, while at Negadeh, just below Thebes, expected 
rain one day, but he was told that none had been seen there for 45 years. So there 
does not appear to have been appreciable climatic change in the ThcbaJd 
during the last two thousand years. The pits in the Tombs of tlie Kings, 
sometimes supposed to have been intended to arrest any storm-flooding, may as 
likely have been to arrest or hinder intruders ; or may be sepulchral pits 
abandoned, owing to the changes and amplifications of the plans. Again, it 
may be observed that neither rain, nor any sign of rain, is shown in the paintings 
of the tombs ; no wide hats, no umbrellas, no dripping cattle, are ever repre- 
sented. Mud-brick tombs, covered with stucco, still remain from the third or 
fourth dynasty, when they were built without any apparent fear of their 
dissolution. 

On the whole, the rain-fall does not appear to have perceptibly changed 
during historic times. 

The Nile, though so much higher in pre-bistoric or geologic tiroes, as just 
mentioned, does not seem to have sunk at all, in Middle or Lower Kg^'pt, in 
historic times ; though above the cataracts it has fallen some twenty or thirty 
feet. Below the cataracts, on the contrary, it has actually risen, owing to silting 
up ; for many of the deepest tomb-shafts at Gizeh have now several feet of water 
in them at high Nile, and can only be entered just before the inundation. AImi 
the thickness of mud over the remains both at Memphis and Kamak shows not 
only the great amount of deposit, but also how much the river must have risen 
for it to lay down mud so many feet above the old level of deposit 

The rise due to sitting up proceeds, then, much faster than any slight 
diminution of the river which may take place. 

The amount of the sand, then, cannot be affected by any variation in 
moisture ; and on looking back it seems very doubtful tf there has been any 
change in it The sand over the Scrapeum might be supposed to have 
increased, as it has buried the Sphinxes there. But these arc of Greek work, 
and were only erected shortly before the time of Strabo ; and he, nevertheless, 
mentions them as being nearly buried in his day, though doubtless some 
attempt was made then to keep them clcarctL Before this, in the dream of 
Tahutmcs IV„ the Sphinx at Gizch appears to have been buried very much as 
at present. And on looking to the remains of the early dynasties at Gizeh and 
elsewhere, their buried state seems rather to be due to artificial changes accumu- 
lating the sand than to any great increase in the general amount of sand. 
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The usual way in which the sand is moved is by a few high winds in the 
course of the year. These tear over the ground, as opaque as a London fog, 
bearing just as much sand as their whirling will support ; and as soon as any 
obstacle checks their velocity the surplus of sand is dropped , and thus accumulates. 
Now the tombs arc either rock-hewn, in which case a face of rock is artificially 
scarped for the fronts, or else they are built on the surface. In cither case an 
eddy is formed in the wind, and this will cause quantities of sand to be 
thrown down during a sand storm. Again, the erection of the Pyramids would 
be sufficient to interrupt the steady blow of the wind by causing numerous 
oblique currents, and would so produce an increase of wind-borne sand in tlie 
neighbourhood. Whatever cause checks the velocity of the wind is sure to lead 
the sand to accumulate ; the Arabs know this well, and plant frail rows of reeds 
(even spaced apart) around their gardens bordering the desert ; these make the 
wind drop the sand, so as to form a bank outside them, and thus keep the 
enclosures clear. 

The general conclusion as to the climate, then, seems to be that there 
has been no appreciable change in rain-fall, river-Row, or sand-blow during 
historic times. 

H2. The builder of the Pyramid of Abu Roash and his epoch have hitherto 
been quite unknown ; there being merely & presumption that it is one of the 
earliest Pyramids, because it is the most northerly. Now that we have obtained 
part of the builder's name on the fragment of diorite throne that I found there, 
we have some clue to the age. No name is known on the monumental lists like 

Men ra, beside the three kings Men-ka-u-ra of the fourth, Men-ka-ra of the 

sixth, and Ra-mentu-hotepof the eleventh dynasty. But M. Maspero has informed 
rae that there were other kings named Men-ka-ra, or Men-ka-u-ra, in the second 
dynasty ; and Bunsen, in his fourth volume, edits Eratosthenes as giving 
Menkheres II. in succession to Menkaura of the fourth dynasty. 

When we consider the claims of these kings, some are disallowed by reason 
of external circumstances. The Pyramid of Menkaura of the fourth dynasty 
is well known already at Gizeh ; and the workmanship of the Pyramid at Abu 
Roash excludes it from the period of the rubble Pyramids of the sixth dynasty 
at Sakkara, and of the mud-brick Pyramids of the eleventh and twelfth 
dynasties at Thebes and Howara. Thus it is almost certain that we must look 
either to some king of tlie second or third dynasties not found in the lists, or 
to a second Menkaura, successor to Menkaura of the fourth dynasty. 

The work of this Pyramid suggests that of the fourth dynasty. The 
Pyramid of Khufu at Gizeh had no granite outside it ; that of Khafra had one 
or two courses of granite ; that of Menkaura had nearly half its surface covered 
with granite casing ; thus there is a progressive use of granite by these 
successive kings ; and at Abu Roash the Pyramid was entirely cased with granite, 
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and therefore next in order of work after that of Mcnkaura of Gizch, And this 
is all tlie stronger evidence, because no other examples of granite casing on a 
Pyramid are known.* Again, the diorite statue at Abu Roash was apparently 
like that of Khafra in size, material, and inscription (section 105), which also 
tends to fix this Pyramid to the fourth dynasty. Hence, until more remaiiu 
shall be found at Abu Roash, and more is known of the other reputed Mcnkaura 
kings, it may be considered that this Pyramid was built next after tlic three 
Pyramids of Gizeh, though making a slight reservation in favour of the earlier 
dynasties. 

113. The builder of the Great Pyramid of Giieh is well known. Khufa 
(Grecianized as Kheopat and Soufis,^ and Anglo-Grecianized as Cheops) is 
named both by historians and by liis cartouches, which arc found as quarry- 
marks on the building stones. But another name is found on the blocks in the 
Pyramid, side by side with those bearing the nameof Khufu. This other name 
is the same as that of Khufu, with the prefix of two hieroglyphs, a jug and a 
ram ; and it is variously rendered Khnumu-Khufu, Nh-Shufu, and Shu-Shufu. 
The most destructive theory about this king is that he is identical with Khufu, 
and that the ram is merely a symbol of the god Shu, and put as '• the deter- 
minative in this place of the first syllable of the name." But against this hypo- 
thesis it must be observed (i) that the pronunciation was Khufu, and not Shufu, 
in the early times; (2) that the first hieroglyph, the jug, is thus unexplained ; 
and (3) that there is no similar prefix of a determinative to a king's name, in any 
other instance out of the hundreds of names, and thousands of variants, known.i 

On the monuments bearing the name of Khnumu Khufu at Gizch, and at 
Wady Maghara, there also occurs, with different titles, the name of Khufu 
himself. That the names should thus be found together is very likely, if they 
were co-regents, as their joint occurrence in the Pyramid would lead lut to 
expect, 

The choice, then, lies between the simple idea of a co-rcgency, such as we 
know often existed ; or else, on the other hand, adopting a lute pronunciation, 
ignoring one character of the name, inventing the application of prefixed 
determinatives in cartouches, and supposing that the king's name would be put 
in duplicate on public monuments with and without a determinative, llicae 
requirements are contradicted by the well-known usage found on all other 
remains. 

114. Beside Khumu-Khufu, there is the name of another king which 

* luiccpting some on the anomalous little Pyramid at Riga, of the fifth dynocljr. 

t Hcrodotiu. : Moneilio. 

t Sent u sometimes named t>y a fish, a determinative without hieroglyphics ; and An 
■ooKilmes has a fisb as a dcicrmiDalivc in the namo ; but tbctt it no cuo of a dclenntnattve 
prtfixed. 
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belongs to this period, and which is equally rare, though more often mentioned 
by modem writers. This is Ra-tat-ef (or Doudew-Ra of the French), who 
is placed in the monumental lists next after Khufu, and whose name is only 
found in those lists, compounded in names of places, and as being worshipped 
with Khufu and Khafra at a late period. That he did not succeed Menkaura, 
as the name Ratoises in Manetho might indicate, is shown by the concurrence 
of the monumental lists, and by Aseskaf being both successor and adopted son to 
Menkaura. Here, then, are two names, Khnumu-Khufu and Ra-tat-f, apparently 
contemporary, and yet never found placed together. It seems not improbable, 
then, that these are the two names of one king ; that Ra-tat-f was the personal 
name of the co-regent of Khufu, the name given to his lands, and by which he 
was worshipped in later times ; and that Khumu-Khufu, or " he who is united 
with Khufu " (z/. Ebers on Khnum), was the name of the co-regent when he 
was joined with Khufu in the government. It must be remembered that the 
duplication of names is always difficult to prove ; and it is only by a single 
point of evidence in each case that the identity of such well-known kings as 
Kaka and Nofer-ar-ka-ra, of An and Ra-en-user, or of Assa and Tat-ka-ra, 
has been inferred. 

115. Khafra* has, on the strength of the historians, been considered by 
most writers as the builder of the Second Pyramid ; but there was, till lately, no 
monumental evidence on this point. About three years ago, however, the 
great causeway was discovered which led from the lower granite temple, where 
the statues of Khafra were found, to the upper temple by the Second Pyramid. 
A closer connection of Khafra with this upper temple, I was happy enough to 
find while there ; from the heaps of chips in the temple, I obtained (without 
excavating) a piece of white magnesite, steel-hard, with part of the cartouche 
and standard of Khafra, exquisitely cut ; and also a piece of alabaster with the 
cartouche alone. Besides this, the base of a diorite statue that I found here, is 
of just the same gauge as a piece of the base and feet of a small diorite statue 
that I picked up at Sakkara, inscribed " . . . . nofer nuter, neb khaui . . . ." 
and which is therefore almost certainly of Khafra. The finding of these 
cartouche fragments gives the clearest monumental proof that has yet been 
obtained of the Second Pyramid belonging to Khafra. It may be mentioned 
here that I also picked up at Gizeh a piece of diorite bowl inscribed **. . nofru"; 
perhaps, therefore, of Senofru ; and another piece with the standard of Khufu. 

1 16. The attribution of the Third Pyramid to Men-ka-u-ra, the successor of 
Khafra, is disputed ; and the reasons for doubting his sole ownership appear to 
be as follows. First, that the Pyramid has certainly been altered from its first 

* Here, again, Herodotus retains the final vowel, though adding a nasal in Khefrena. 
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design in the inside, and also, perhaps, on the outside ; secondly, that there appear 
to have been two coffers in it ; thirdly, that Diodorus says that Menkaura died 
before it was finished ; and. fourthly, that Manetho attributes it to Nitakertt, 
the queen in whom the sixth dynasty became extinct, and who is supposed to 
be identical with the Men-ka-ra of the lists of Abydos. 

The change of design in this Pyramid does not seem, however, to have been 
due to a later reign ; but to have occurred, like some after- thoughts in the Great 
Pyramid, while it was in course of construction. It has been already pointed 
out (section 89) in the description of this Pyramid, that no part of the panelled 
chamber, of the lower (granite) chamber, or of the present floor of the upper 
chamber, can belong to a first design, of which the upper and disused pas»age 
was a part. Hence, if an earlier burial had existed before the finishing of the 
Pyramid, the coflTer must have stood in the upper chamber, the only one then 
existing, and have been shifted about during the internal deepening of that and 
the excavation of the other chambers, and finally reset in a fresh place, if the 
coffer socket in the upper chamber be attributed to an earlier coffer; a pro- 
ceeding that is not likely on the part of a ruler who violated the 3e|iulchrc. and 
appropriated it. Also it would be difficult to see the object of so altering and 
enlarging an existing Pyramid ; as such a Pyramid would supply but (th 
of the whole mass required, and its excavations would be still more trifling 
compared with the existing chambers. There would be, therefore, no adequate 
reason for such an appropriation. Besides this, the plan of the Pyramid is shown 
to have been enlarged while it was in course of construction, and not in a later 
reign, by there being no finished casing to be found at the upper end of the 
blind passage, the place where any earlier casing would be discoverable, if it 
had ever been put on. The masonry about that part has been forced in various 
directions, in search of any continuation of the passage ; and hence, if any older 
finished casing existed, like that of the inner coats of the Mastaba-Pyramids, it 
would certainly have been found. 

Next, looking at the historical side of the question, this Pyramid (as all 
writers are agreed) cannot be earlier than the Pyramids of Khufu and Khafra, by 
reason of its inferiority of position ; the poorer site was accepted for it, in a way 
th;>t clearly stamps it as being later. The question then lie.s thus : is the basalt 
cofier that was found in the lowest chamber, that of the first builder or of any 
later occupant i Undoubtedly of the latest occu[>ant, if tliere were two ; since it 
was far more carefully concealed, and more finely enshrined, than any coffer could 
have been in llie upper chamber. Now the lid of the basalt coffer of the lower 
chamber was found lying in the upper chamber ; and along with it the lid of a 
wooden coffin, bearing the well-known inscription of Menkaura. And therefon; 
the basalt coffer in always accepted, and rightly so. as that of Menkaura of the 
fourth, and not of Mcnkara of the sixih dyna.-'ty. Thus, by the spelling, the latest 
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occupant of the Pyramid was the same king that we have already seen must be 
the earliest builder of it ; so that any double origin, or later appropriation of it 
is thus contradicted. 

The evidence from the character of the work is entirely in favour of its 
being of the fourth, and not of the sixth dynasty. The panel ornament both in 
the first chamber and on the coffer (which is like that of tombs of the fourth), — 
the absence of any stone-cut inscriptions, such as cover the walls of the pyramids 
of the sixth dynasty, — the use of granite for the lower- casing, and for the lining of 
a passage and chamber, — the position of the Pyramid in relation to the others, — 
the peribolus of the Pyramid of Khafra being unfinished when the Third Pyramid 
peribolus was being built, — and the absence of any remains of the sixth dynasty 
in the neighbourhood, — all these characteristic features point clearly to the 
dynasty, and even to the reign, of Menkaura successor to Khafra. 

The socket cut in the floor of the upper chamber, which Perring thought 
might be for a second coffer, was also suggested by him to be for holding a 
blind coffer to deceive explorers. It may very possibly have been intended 
to hold the basalt coffer, for which afterwards another finer and more secret 
chamber was prepared ; or it may very possibly have held the base of a diorite 
or basalt statue of Menkaura. In any case no coffer, or fragments of one 
belonging to this place, was to be found. 

The evidence of Manetho is not quite certain in the mere extracts that we 
possess ; he only mentions that Nitakerti built " the Third Pyramid," without 
saying where it was ; and it is only a presumption that it refers to the same 
group as " the largest Pyramid," which he mentions 20 reigns earlier. It might 
have referred in the full original text to one of the Sakkara groups, where we 
should naturally look for works of the sixth dynasty. 

Diodorus Siculus, though saying that Menkaura died before the Pyramid 
was finished, yet expressly states that he was a son of Khufu. The unfinished 
state of the granite casing, and absence of pavement, exactly accord with the 
premature death of the king. 

Thus the four reasons for doubting the earlier date of this Pyramid are 
reversed or neutralized on examining the details ; excepting the testimony of 
Manetho. The choice then lies between — on the one hand, Manetho being 
misunderstood, or in error by confounding Menkaura and Menkara ; or, on the 
other hand, ignoring the spelling of the names, — the character of the construction 
and decoration, — the situation of the Pyramid, — the connections of the peribolus, 
— the date of the neighbouring tombs, — and the testimony of Herodotus and 
Diodorus. 

117. Regarding the age of the brick Pyramids, it is well known that such 
were built in the eleventh dynasty by the Antef kings at Thebes ; and probably in 
the twelfth dynasty by Amenemhat III. at Howara, by the side of the labyrinth in 



which that king's name is found. This shows that as a class they belong to the 1 
times after the stone Pyramids, and thus gives a general clue to age of those at | 
Dahshur. Unhappily, I'crring only found the end of a cartouche in his diggiti}; 

there, witli "' kau " upon it. This mere fragment, however, is of value, ;ia 

there is no king in the lists whose name ends in kau until the eighth dynasty ; 
excepting Ramenkau, whose Pyramid is the Third of Gizeh, and Hormcnkati, j 
whose Pyramid is believed to be at Sakkara, by the slab bearing his figure bcin^ I 
found there in the Serapeum. It is not till the end of the eighth dynasty, when \ 
there occurs three names ending in kau, that we meet then with any name tlial 
can be applied to the S. brick Pyramid of Dahshur. The style ofwork of the frag- 
ments found along with Ihe cartouche is also clearly of about this date ; they are 
not in the style of any dynasty before the seventh, nor in that of the twelfth or later 
periods ; but they most resemble a tomb of the ele\-enth dynasty at Kom Ahraar 
{lat. 28" s'). Hence, by the fragment of the name, — by the character of the work. 
— and by the material used, — there seems little doubt but that the brick Pyra- 
mids of Dahshur belong to the dark and troubled period between the sixth and 
eleventh dynasties ; and that they nnay probably be assigned to the end of the 
eighth dynasty, 

1 1 8. The celebrated tablet containing a reference to the Sphinx requires some 
notice here of its age and history. While I was Gizeh, the official excavations 
by the authorities disclosed some fresh parts of the temple in which this tablet 
was found ; it lies close to the E. side of the Pyramid, No. 9 of Vysc, the I 
southern of the small Pyramids by the Great Pyramid. Most happily the exca- 
vations disclosed a scene of the king offering to Osiris ; and, though much decayed, I 
the cartouche was legible, and was in every hieroglyph that of Pctukhanu of the I 
twenty-first dynasty: he is represented wearing the crown of Lower Hg^pcl 
This, then, gives the date of ^e temple; and the character of all the work| 
agrees well to this epoch. 

Now the question of the critical value of the little tablet that menlion* thel 
Sphinx, turns on the choice of three hypotheses, ist That it is the original tablet 
of the age of Khufu, preserved through at least 15CX) years (or, according to 
Mariette, double that lime), and built into the temple of Pctukhanu. Jrd. That 
it is a copy of such a tablet, more or less exact. 3rd. That it is an unhistorical 
inscription written for the decoration and honouring of the temple of this 
usurping dj-nasty. And it should be noted that it docs not profess to be con- 
temporary with Khufu, or even to be a copy of an early record. 'Ilic style of J 
theengravingisquiteunlike the work of the Old Kingdom ; in place of the fincly-l 
rounded and delicate forms in low relief, and the bold, handsome execution, o$i 
the time of Khufu, this insignificant-looking tablet is cut in scratchy inti^lio, worse l 
than any of the poorest tomb-decorations of Ihe early times, and looking Ifkol 
nothing but a degradation of the work of the decadence of the twentieth dynutjr. T 
Most authorities now agree that it cannot be contemporary with KhuftL Is itj 
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then an exact copy of any earlier tablet? This can only be judged by its matter, 
and on looking at the figures represented on it, it will be seen that they are such 
as are not found on early monuments ; they comprise Osiris, Isis and Horus, Isis 
Selk, Khem, Bast ? the human-headed ura^us, and the sacred bark. Of these, 
scarcely one can be found on any monument, public or private, of the Old King- 
dom ; not all of these figures could be matched under the twelfth dynasty ; even 
the monuments of the eighteenth and perhaps nineteenth dynasties do not often 
show such an assemblage together ; and it would be an entire novelty to find such 
a company on any stele that Khufu could have seen. In the inscription itself, more- 
over, Osiris is repeatedly called " Neb Rustau,** or, " lord of the abodes of the 
dead " (Brugsch) : this title is one that does not occur in any of the dozen of 
inscribed tombs of the Old Kingdom that are visible at Gizeh ; but it is found 
repeatedly in this temple, built by Petukhanu in the twenty-first dynasty, from 
which this tablet came. Also, though Pyramids are often mentioned in early 
inscriptions, Isis is never connected with any of them, and her name is hardly 
ever found in Pyramid times ; so that the title of " Patroness of the Pyramid " 
seems (like " Mother of the Gods," also found there on the tablet) to be as late 
an invention as " Neb Rustau." 

Thus, by all that can be so clearly seen of the well-marked styles and 
characteristics of the different periods of Egyptian art and religion, and by 
the titles here used, this tablet is relegated to the third hypothesis, and stands 
as an invented inscription designed for the decoration of the temple. This 
relieves us from an apparent anachronism, as no trace of a Sphinx in statuary, 
tablets, or inscription, is to be found until the Hyksos period ; and such a form 
was not common until after that. It would seem, therefore, to be an Asiatic 
idea, akin to the human-headed lions, bulls, and dragons of Assyria and 
Babylonia. In any case, the allusions to the Sphinx in this tablet were merely 
topographical, and might be struck out or inserted without altering the sense 
of it ; hence, even if it were a refurbished copy of an older inscription, it would 
not be of critical value in relation to the age of the Sphinx unless its rigorous 
accuracy and freedom from additions could be proved. 

119. Though the age of the foundation of buildings is always examined, 
yet the date of their destruction is often of greater historical importance. The 
many erasures of the names of Set, of Amen, of Hatasu, and others, show very 
important changes, and the mode in which many of the remains have been 
destroyed is also very suggestive. The Pyramid of Pepi shows one of the 
most striking examples of spiteful violence that may be found. Such 
destruction is commonly attributed to the Persians, or the Hyksos; but the 
details seem to show violence of an earlier date. In the passage of this 
Pyramid, the name Ra-meri is chopped out in almost every place, without 
the rest of the inscription being attacked. This shows a personal spite, beyond 
the mere dcstructiveness of an invader, and which can hardly be accounted 



for even by the Hyksos conquest. Again, not content with tearing the body 
out of its wrappings, the massive and tough basalt coffer was raised on stones, 
lines of cleaving-holes cut in it, a fire bumt beneath it, and, with the utmost 
violence, it was split asunder ; yet the religious inscriptions on the wall beside 
it are uninjured. Such care in destruction is more than would be produced 
by a general hatred to a conquered race. 

Again, at Gizch, the diorite statues in the lower granite temple have been 
dashed down from their niches, and thrown into the well; but in the upper 
granite temple, by the Second Pyramid, the destruction is far more laborious 
and elaborate ; the statues are broken into small chips ; a single toe, or half 
a hieroglyph, is almost as much as can be found in one piece; the diorite 
and alabaster vessels are broken in shivers ; and an imperfect cartouche is the 
greatest prize obtainable from the ruins. 

Again, at Abu Roash, the king's diorite statue was not only broken up, 
but the surfaces were bruised to powder, and a block of the tough diorite was 
grooved round by chipping, so as to hold a rope by which it could be swung 
to and fro. until even the ends of it were shivered, and it was finally cracked 
in two. The granite coffer was bumt, and mostly ground to powder; while 
stray chips of basalt show that some other object existed which is quite 
unknown. 

All this vehemence of destruction, this patient, hard-working vengeance, 
l~.can scarcely be attributed to an age, or a people, which only knew of the 
kings as historical names. It is to the dark period of the seventh to the eleventh 
dynasties that we must rather look for the destroyers of the Old Kingdom 
monuments. The fourth, fifth, and sixth dynasties were one continuous and 
peaceful succession ; and when that was broken up, apparently by civil war 
and rival dynasties, it would be highly probable that such personal spite, and 
intelligent wrath, would be shown by embittered revolutionists. A modem 
parallel to this vengeance was seen in the careful and painstaking clearance 
of the bodies of the French kings out of Saint-Denis, and the fate allotted to 
their monuments, in 1790; the latter were only saved from annihilation by the 
strenuous claim of Lenoir and others on behalf of the museum.* 

In Inter times there are some curious details of destruction at Kamak. 
The great fallen obelisk of Queen Hatasu has her name unerased on the top 
of it; but the name of the god Amen is erased. This shows that Khuenalen 
took means of erasing the n.ame of Amen in places in which Tahutracs III. 
did not care to hunt down the name of Hatasu. Her name and portraits to 
the innermost chamber of her temple at Deir el Ikihari were also not effaced ; 
though in every other part they were cut away. On the standing obelisk of 

* See the Proih-vtrbal in " Monognipliie de I'Eglise de Sainl'Denis," pv la Boo. Uc 
Cuilbcrmy. 1848. 
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Hatasu at Karnak neither Amen nor Hatasu are erased. This suggests that 
the fallen obelisk may have been overthrown by Khuenaten, perhaps to destroy 
the name of Amen ; and as it lies upon a high mound of fragments of the works 
of his predecessors, Tahutmes I. and Amenhotep III., it is not at all impossible 
that such was the case. It is, in fact, so curiously perched, exactly along the 
top of this mound of rubbish, as to suggest that the mound was placed to 
receive it, and perhaps it was broken by careless letting down. To Khuenaten, 
also, may well be due the careful abolition of the great temple of Amenhotep 
III. at Thebes, of which but two colossi remain erect. 

It may seem a strange idea that there should have been ruins lying about, 
while the Great Hall was being built close to them, by Seti I. and Ramessu II. ; 
but it is certain that such was the case. In the pylon of Horemheb stones may be 
found with defaced cartouches of Khuenaten on their inner sides; and the 
columns of the eastern temple of Ramessu II. are clearly built of ruined 
polygonal pillars of Tahutmes I., plastered over, and roughly fitted together. 
So, probably, ever since the dilapidation of the first temple of Usertasen, Karnak 
has always shown an increasing amount of ruins, often worked up into later 
buildings, which in their turn were ruined ; the destruction being partly due to 
fanaticism, and partly to later builders, who would worship their predecessors 
while destroying their works ; somewhat in the spirit of Caracalla, who deified 
Geta, saying, " Let him be a god, provided he is not alive." 

120. The accuracy of the descriptions of the Greek travellers deserves 
notice, as* they are often much more accurate in their facts than modem 
writers. Herodotus* states the base of the Great Pyramid to be 8 plethra, or 
800 feet, and it is actually 747 Greek feet ; so that he is as accurate as he 
professes to be, within about half a plethron. The height he states to be 
equal to the base ; and the diagonal height of the comer (which would certainly 
be the way of measuring it, and was the later Egyptian mode of reckoning) \s 
\\ of the base, or quite as close as the statement professes. The name of the 
builder is given almost unaltered, Kheopa for Khufu. In describing the Second 
Pyramid, he states it to be 40 feet less in height than the Great Pyramid; 
the difference is not quite so great, but the historian's error is only ,V of the 
whole height. He is quite correct in saying that the foundations were of 
Ethiopian stone, i.e,^ red granite. Of the Third Pyramid, the statement, 
apparently so precise, that the base was 280 feet seems in error. It is over 
340 Greek feet, and such a difference could hardly be a mere oversight. It is 
just possible that this measure refers to the base of the limestone part, which 

• The accuracy with which Herodotus states what he saw, and relates what he heard ; 
the criticism he often applies to his materials ; and the care with which he distinguishes how 
much belief he gives to each report ; — all this should prevent our ever discrediting his words 
unless compelled to do so. 
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was about 275 of such feet as go Soo in the Great Pyramid base. Of the Third 
Pyramid casing, he says that "half of it consists of Ethiopian stone"; and 
actually about jj of the casing was of granite. The Rhodopis story seems akin 
to the ruddy Nitokn's of Manetho ; and there is a curious possibility of the whole 
description of Nitokris having been transferred from the Pyramid itsdf to the 
ruler who built it. 

Diodorus Siculus states the distance of the Pyramids from the Nile with 
greater accuracy than we can now settle the ancient position of the river-bank. 
The base of the Great Pyramid he gives as 7 plethra, or 700 Greek feet, as 
against 747 such feet in reality ; hence he is accurate to less than half a 
plcthron. The height, he says, is more than 6 plethra ; the arris height is 
actually just over 7 plethra, when complete. He mentions the fine preservation 
of the stone, and that the original jointing was uninjured by time, showing that 
the fine joints attracted his attention. The Second Pyramid he only roughly 
describes as a stadium wide ; bnt this is not far wrong, as it is 1 j stadia. The 
Third Pyramid he underrates as 300 feet long, whereas it is 340 Greek feet ; if 
however, he originally wrote 3 plethra, he would be correct to less than half a 
plethron, as he is in the Great Pyramid size. It is noticeable that he slightly 
underrates all the Pyramids, his statements being respectively "94, "87, and "83 
of the truth, He states that the sides up to the 15th course were of black 
stone ; actually it seems probable that the dark red granite ended at the 
16th course : and he says that the upper part was cased with the same stone 
as the other Pyramids, which is plainly true to any one who sees the angular 
fragments lying thickly around it. Though Vyse was disappointed at not 
finding the name of Menkaura inscribed over the doorway, yet Diodorus only 
says that it was on the N. side of the Pyramid ; hence it was probably on the 
fine limestone above the granite. 

Strabo's account is less careful in the dimensions, merely giving roughly a 
stadium for the height and base of each of the larger Pyramids, and saying that 
one is a little larger than the other. As these dimensions vary from '85 to 1*25 
stadia, he is, at least, quite as accurate as he professes to be. He gives the 
invaluable description of the Great Pyramid doorway, which (as will be seen in 
sect 126) so exactly accords with the only remaining doorway of a pyramid. 
He also mentions the Third PjTamid being cased nearly up to the middle with 
black stone from Ethiopia. 

Pliny gives a more exact measurement than any other ancient author, 
stating the Great Pyramid base as 883 fccL This would require a foot of 
102705 inches ; and thi^t is just half of the cubit of 20541, or a rather short rorm 
of the Kgyptian cubit. Taking the mean cubit, we cannot tax him with a 
greater error than ,lg of the whole, which is quite as close as some of the most 
credible measures taken in this century. 
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Thus we see that there is in these historians an honesty and correctness in 
their descriptions, and a fulfilment of the amount of accuracy which they 
profess, which it would have been well for many — perhaps for most — modern 
writers to have imitated. 

The clear and unexaggerated account of the passages of the Great Pyramid 
given by Edrisi, in 1236 A.D., deserves notice for its superiority to the greater 
number of Arabic accounts. 
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CHAPTER XVIII. 
ARCHITECTURAL IDEAS OF THE PYRAMID BUILDERS. 

131. In this chapter the more general principles, common to all 
pyramids, will be considered ; leaving the points which arc peculiar to the Great 
Pyramid, to be discussed in the History of the Great Pyramid and its design. 

The characteristic Mastaba- angle, and the nature of Mastaba-Pyramtds and 
true Pyramids, have been already stated (section 103). The design of the various 
slopes that are met with, appears to be always a simple relation of the vertical 
and horizontal distance. It is important to settle this, as tt bears strongly on 
the whole planning of each building. And though the vertical and horiiontal 
distances would seem to be the natural elements for setting out a slope, yet 
proof of this is necessary ; for Ahmes, in his mathematical papyrus, defines 
pyramids by their sloping height up the arris edge, and their diagonal of the 
base beneath that line. Such a method of measurement would naturally be 
adopted, when the knowledge of the design was lost, as the arris height * 
be easiest measured ; but it is very unlikely as a specification of design. 

The angles of the various Pyramids, and so-called Pyramids, are 1 
follow : — 
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The angles determined by Perring for Colonel Vyse cannot be considered 
very satisfactory for comparison with theories, as they seem in one case to be 
distinctly in error (in the Second Pyramid angle) ; and some of the observations 
are so extremely near to theoretical angles, that they seem to have been 
modified by the observer. But taking those Pyramids of which I measured the 
angles repeatedly in many ways, the variations from the slopes which would 
result from integral amounts, is usually about half the probable error ; and the 
variation only equals the probable error in the Third Pyramid, which is least 
accurately built. From these close coincidences it seems clear that the rule for 
slopes in designing, was to set back the face an integral number of cubits, on 
a height of an integral number. The use of angles of 4 on 3 (which has 
hypothenuse 5), and 20 on 21 (which has hypothenuse 29), seems to suggest 
that the square of the hypothenuse being equal to the squares of the two sides 
may have been known ; particularly as we shall see that the use of squared 
quantities is strongly indicated in the Great Pyramid. 

122. No discussion of the sizes of the Pyramids can lead us to the ideas 
involved in their design, unless it is first settled whether they were each 
completely planned at their beginnings, or each carried forward as far as the 
life of the builder permitted. This last idea, which may be called the " theory 
of accretion," would show that the size of each Pyramid was solely due to a 
series of accidental events ; and that no foreseen design can be expected in the 
external dimensions, or in their relations to the inside. As several names have 
been associated with this theory, it will be best to avoid them all ; and treat 
it on its own merits impersonally, like all other theories mentioned in this work 

We will first, then, consider the questions that have been put forward on 
Pyramid building, and the applicability of the theory of accretion to each of 
them, and after that notice some of the other points bearing on this theory. 

(i) How does it happen that the Pyramids are of such different sizes? The 
theory of accretion answers that each king continued building his Pyramid until 
his death, and hence the Pyramids differ in size because the reigns differed in 
length. When, however, we see that the lengths of the reigns are not in pro- 
portion to the bulk of the respective Pyramids, this apparent explanation merely 
resolves itself into saying, that because two quantities vary they must be con- 
nected. On comparing the lengths of the reigns with the sizes of those Pyramids 
whose builders we know, the disproportion is such that Khufu, for instance, must 
have built the Great Pyramid 15 times as fast as Raenuser built the Middle 
Pyramid of Abusir ; or else Raenuser built for onlyyjth of his reign; either 
alternative prevents any conclusion being drawn as to inequalities in time pro- 
ducing inequalities in the sizes of the Pyramids. 

(2) How could later kings be content with smaller Pyramids after Khufu 
and Khafra had built the two largest? This question the accretion theory 
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cannot explain; for many of the later kings lived nearly as long as Khufu 
and Khafra (one even much longer), without producing anything comparable 
in size. When we look at the mournful declension in the designs of Pyramid 
building, from the beauty of the fourth down to the rubble and mud of the 
sixth dynasty, the falling off in size as well as quality is merely part of the 
same failure, 

(3) How is the fact to be accounted for that an unfinished Pyramid is never 
met with? In the same work in which this question is asked, it is said of one of 
the Abusir Pyramids, that it " seems never to have been completed ;" and of the 
South Stone Pyramid of Dahshur, "The whole pyramid was probably intended 
to have the same slope as the apex, but the lower part was never completed." 
This question is only another form of No, 5. 

(4) I low could Kliufu have known that his reign would be long enough to 
enable him to carry out such a vast design ? However tliis may be, he certainly 
worked far more quickly than any other king, and the arrangement of the interior 
of his Pyramid, as we shall sec below, proves that it was all. or nearly all. 
designed at first. 

(5) If a builder of a great pyramid had died early, how could his successor 
have finished the work, and built his own pyramid at the same time ? First, wc 
have no proof that a successor did not appropriate the work to himself, or share 
it with the founder; and. secondly, no other kings worked at a half, or perhaps 
a tenth, of the rate that Khufu and Khafra worked, or with anything like the 
same fineness ; and hence any king might easily have had two pyramids on 
hand at once, his father's and his own. 

The accretion theory, then, though not actually condemned by the appli- 
cation of these questions which arc adduced in its support, is at least far from 
being the " one entirely satisfactory answer " to them, as it has been claimed to 
be. And the supposed proof of it, from the successive coats of the Mastaba- 
Pyramids of Medum and Sakkara, is, in the first place, brought from works that 
arc not true Pyramids ; and, in the second place, shows that the buildings quoted 
were completely finished and cased many times over, probably by successive 
kings, and not merely accreted in the rough, until the final casing wa.s applied. 
A confirmation claimed for this theory is " the ascertained fact that the more 
nearly the interior of the pyramid is approachcil, the more careful docs the con- 
struction become, while the outer crusts arc more and more roughly and hastily 
executed." This is certainly not true in many, perhaps most, cases. The 
P>Tamids of Sakkara, as far as they have been opened, show quite as fine work 
in the outer casing as an>-u-here else ; and the rubble of the inside is equally b«d 
throughout The Great Pyramid of Gizch shows far finer work in the outerrciost 
parts of the passage, casing, and pavement, than in most, or perhaps all, of the 
ioside, and the Second Pyramid is similar. In a great part of the pyramids ive 
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know nothing of the comparative excellence of the work of different parts, com- 
paring fine work with fine work, and core with core masonry, 

123. Now, if the accretion theory were true, it ought to be of the greatest 
value when applied to the largest Pyramids ; for these are the most difficult to 
account for, and their extraordinary size is the main feature appealed to in 
support of the theory. 

Let it then be critically applied to the Great Pyramid of Gizeh, the lai^est 
known {see PI. vii.l. First, it must be noticed that the centre of the Pyramid 
cannot have been much shifted by accretion on one side of it, as all the chambers 
are near the middle ; and if any shift of its axis were due to this, the accretion 
must have been on the N. side, as two chambers arc S. of the middle. Trying^ 
thertfore, how small a Pyramid might have been begun, let it be taken at A : if 
a Pyramid existed of this size, it would be completely anomalous, and unlike 
anything known ; it would have (i) a horizontal passage, (2) opening near the 
top of it ; (3) a chamber close to the top of the Pyramid ; and (4) an entrance 
to the lower chamber far outside the Pyramid. Each of these peculiarities con- 
demn it as impossible. The next larger size tliat would not leave chambers 
half exposed on the outside of the building, would be at B. With this size there 
would be the anomalies of (i) two entrances on one face ; (z) one sloping up- 
wards ; (3) a great hall and a chamber close to the outside, and near the lop of 
the Pyramid. Ea^h of these points condemn such a design as un-Egyptian, and 
unlike any other known pyramid, no matter how small. The least size, then, 
that could possibly be supposed to be the first design would be at C, as it is 
clear that any lesser design would leave impossible anomalies in the arrange- 
ments. Thus it is plain that the accretion theory breaks down in its application 
to any size under 600 feet for tlie Great Pyramid ; and if we are thus compelled 
by its arrangements to acknowledge a primary design of a base of 6cx) feet 
(which is larger than nine teen -twentieths of the other pyramids), what need is 
there of a theory of accretion to account for its being 750 feet ? 

Next let this theory be applied to the Second Pyramid of Gizeh, which is 
only exceeded in size by that we have discussed above (see PI. vii.). Here the 
chamber is practically centra^, and the axis of the Pyramid cannot therefore 
have been much shifted by one-sided accretion. Supposing that it was designed 
of any size less than A, there would then be the anomalous features of (i) an 
entrance on the ground level ; and (2) a secondary entrance far out from the 
Pyramid. These features are unknown in any other pyramid, large or small, 
and the need of them thus condemns, as practically impossible, any design of 
less size than about 500 feet Here then the accretion theoiy breaks down, as 
in the Great Pyramid design. 

124. The summing up on this theory then is, that every argument brought 
forward in its support is either inconclusive, or fabe in examples ; and that oa 
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applying it critically to the two cases in which it is most needed, and which 
have been mainly adduced to support it, it is completely contradicted by the 
essential formation of the pyramids. If we are then forced to accept the f.ict of 
gigantic primary designs for tlie largest pyramids, where is there any need of a 
theory to account for the far smaller designs, of very inferior workmanship, seen 
in the other pyramids? That some of the lesser and ruder pyramids (as the 
Third of Gizeh, which is ninth in order of size) may have been enlai^cd, is not 
unlikely ; but such enlargement was an accident of increased ambition, and not 
a general law of construction ; and it has nothing to do with the great dcs^^, 
so magnificently carried out in the largest pyramids. 

125. A theory which has obtained much belief, is that of the passages of 
each pyramid having been plugged up after tlie interment of the builder. But 
though this is often alluded to by some writers as even an undisputed fact, yvX 
the evidence for it is not forthcoming. No doubt special parts were plugged up 
so as to conceal the openings of passages ; and some disused passages might be 
blocked, more or less entirely ; but, generally speaking, there is no evidence of a 
plugging of the entire passages. 

In the Great Pyramid the entrance passage is often spoken of as having 
been plumed up ; and the holes in the floor are adduced in proof, as showing 
where the destroyers got under the blocks to force them out. But tliese holes 
have been cut by a person standing in the clear passage below ihem, and picking 
at the stone from the southward ; as is clearly seen on examining the cutting 
marks. Also tlie floor, being not only the most awkward part to work upon, 
but also the hardest stone, would certainly not be attacked to loosen any plugs ; 
but the sides or roof would rather be chosen. Again, the holes arc not deep 
enough to hold a man, though five or six feet long ; and they only reach as lar 
as Matnun's Hole, and not down to the subterranean parts. Moreover, if plug- 
blocks had been dragged out, or broken up in the passage, the walls and roof 
would inevitably have been bruised or broken where each block was attacked ; 
whereas, there is no trace of such injury visible ; and the triangular stone 
covering the plug-blocks in the roof would have been broken loose before 
Arabic times. Besides these points, in the upper corners of the pa.ssagc may 
be seen remains of the piaster, rubbed by the fingers into the angle; and this 
would have been displaced if any blocks that were cemented in had been 
dragged out 

There is, of course, no question but that the lower end of the ascending 
passage is plugged up with granite blocks, but it is vcr)- doubtful if there ever 
was much more plugging than is there at present It is clear that the Anbs, 
on forcing the way by Mamun's Hole, ran along the side of tlie granite plugs, 
until they reached a higher point in the passage, where, owing to some reason, 
they could get into the passage more easily. And if the rest of the passage had 
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been plugged, they would either have forced their way in the softer limestone 
alongside of the plugs, as they had already done ; or else, if the plugs were 
removable they would have filled up the awkward hollow of Mamun's Hole 
with them, to avoid the labour of carrying them all out of the Pyramid. But 
there is not one known, out of the large number of such blocks that ought to be 
found if the whole passage had been plugged up. 

The mouth of the passage to the Queen's Chamber was certainly blocked ; 
but no one has supposed that the whole of that passage, or that the gallery, was 
blocked. 

Thus there is an absence of any trace of blocking of the passages, beyond 
the closing of the mouths of two passages, merely to prevent their being 
detected. 

In the Second Pyramid the flaws in the passage are plastered up — sometimes 
over a large surface — and then tinted red ; if, then, any blocks had been drawn 
out, this plastering would have been scraped, and at least the colouring rubbed 
off. On the sides of the passage are also projecting scraps of plaster 'i to '15 
thick ; and in the top comer of the E. side are some scraps {-inch thick ; these 
would have been rubbed off in removing any plugging. The evidence here, 
then, is decidedly against the main passage having been plugged. The lower 
passage from the pavement, as being a duplicate passage not required, was 
plugged up, like the duplicate and disused passage in the Third Pyramid. 

In the Pyramids of Dahshur, the passages have been filled with desert 
pebbles, sand, and masons* chips ; a filling which could not come in by 
accident, and would not be put in by design except by the builders. This, 
therefore, was a filling up to prevent casual access to the inside ; but such as 
could be readily taken out if it was required to be opened. It shows that no 
stone plugging, or building up, was put in the entrance passage ; although a 
duplicate passage in one of these Pyramids was plugged by blocks. 

In the Pyramid of Pepi, and in another at Sakkara, the passages are 
lined with long and delicate inscriptions ; which, at least in that of Pepi, do 
not show any mortar in the hollows. Indeed, it would not be likely that 
an inscription should be put where it was to be built over afterwards with 
plug-blocks. 

Not only, then, is the evidence inconclusive that the main passages of the 
Pyramids were ever plugged throughout their length, but, on the contrary, 
there are incidental proofs that no general plugging was ever introduced or 
extracted. 

1 26. The possibility of the Pyramids having had movable doors has been 
quite overlooked in modern times, owing to the general belief that the passages 
were plugged up. Of course, if a passage was filled up solid there [could not 
have been any door to it ; but as we have seen that there is no evidence of 
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such plugging, doors may have existed. And as we shall further sec that there 
is very substantial evidence of the former existence of doors, we have, therefore, 
equally valid proofs of the non-existence of any plugging. 

The traces of a stone flap door, or turning block, in the mouth of the 
South Pyramid of Dahshur, have been already described (section 109), as well as 
the signs of a wooden door behind that. Such a formation of the passage 
mouth is unmistakable in its purpose ; but after drawing conclusions from 
that doorway, it was a most satisfactory proof of the generality of such doors, to 
observe the following passage from Strabo on the Great Pyramid. "The 
Greater (Pyramid), a little way up one side, has a stone that may be taken out 
{itaipiaifiov, txemptilttn), which being raised up (apfiivro^, sublato) there fs a 
sloping passage to the foundations." This sentence is most singularly descrip- 
tive of opening a flap door ; first, the stone is taken out, or lifted outwards 
from the face ; and then, being thus raised up, the passage isopencd. The 
two difl["erent words exactly express the change in the apparent motion, 
first outwards and then upwards ; and they show remarkable accuracy and 
precision in their use. Besides this description, there is another statement 
that the Pyramids of Gizeh had doors, in an Arabic MS., quoted by Vyse ; 
this was written in 850 A,D., and, therefore, only twenty or thirty years after 
Mamun had forced his way into the Great Pyramid, and thus rc-discovcrcd 
the real entrance. 

The mechanical proofs of the existence of a door to the Great Pyramid arc 
of some weight, though only circumstantial, and not direct evidence like that 
of the above authors. No one can doubt that the entrance must have been 
closed, and closed so as not to attract attention at the time when the Arabs 
made their forced passage, about a hundred feet long, through the solid 
masonry. Moreover, it is certain that tlie entrance was not covered then by 
rubbish : (i) because the Arabic hole is some way below it, and the ground- 
level at the time of the forcing is seen plainly in the rubbish heap ; (2) because 
the rubbish heap, which is even now much below the original doorway, \* 
composed of broken casing, and the casing was not yet broken up at the time of 
forcing the passage. Therefore the doorway must have been so finely closed 
that the various accidental chippings and weathering on all the general surface 
of the casing completely masked any wear or cracks that there might be 
around the entrance ; and so invisible was the door then, that, standing on the 
heap from which they forced their hole, the Arabs could not see anything to 
excite their suspicion on the surface only 35 feet above them ; they, therefore, 
plunged into the task of tearing out the stone piecemeal, in hopes of meeting 
with something in the inside. Yet we know from Strabo that the Romans had 
free access to the passage, though he says that it was kept a secret in his time 
No extractable plug or block, wcighir^ necessarily some tons, would have been 
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replaced by every visitor until the Arab times, especially without there being 
any shelf or place to rest it on while it was removed." 

The restoration of a door shown in PI. x'l.. would agree to these various 
historical requirements, and be in harmony with the arrangement at Dahshur ; 
such a block would only need a pull of 2^ cwt on first taking it outwards, and 
4 cwt. to lift it upwards to its final position ; it would leave no external opening; 
it would also allow just half of the passage to be quite clear ; and from the passage 
being halved in its height by two courses at the beginning, such an opening is 
the most likely. Though the general form is thus indicated, the details are of 
course conjectural. 

To sum up. A self-replacing door, which left no externa! mark, is absolutely 
required by the fact of the Arabs having forced a passage. Only a flap door, or 
a diagonal-sliding portcullis slab, can satisfy this requirement. A flap door is 
unequivocally shown to have been used at Dahshur. And Strabo's description 
of the entrance agrees with such a door, and with no other. Such is the evidence 
for the closing of the Pyramids by doors ; equally proving also the absence of 
any plugging up of the entrance passages. 

127. Reference has often been made in previous pages, to the varying 
character of the work of the Pyramids ; both for its own interest, and for its 
historical value. Some connected remarks are therefore desirable, on the different 
architectural ideas of the builders, in their general style of construction : and an 
attempt is here made to range the principal pyramids in the order of their 
excellence of workmanship. 

The Great Pyramid at Gizeh (of Khufu, fourth dynasty) unquestionably takes 
the lead, in accuracy and in beauty of work, as well as in size. Not only is the 
fine work of it in the pavement, casing (section 26) King's (section 52) and 
Queen's Chambers (section 41), quite unexcelled; but the general character 
of the core masonry is better than that of any other pyramid in its solidity and 
regularity. 

The small Pyramids by the (Great Pyramid of Khufu's family, fourth dynasty) 
are of very good work in their passages, and in the remains of their chambers ; 
they are also good in the core masonry (excepting one that has crumbled), and 
were well cased with fine limestone. Considering the internal work, and the 
apparent use of hard-stone edging of diorile and basalt in the quoins (section lOl). 
these Pyramids may rank next to the Great Pyramid. 

The Third Pyramid (of Menkaura, fourth dynasty), though not so accurate 
in its interior as some of the others, may nevertheless come next, by reason of 

• Exactly ihe same reasoning applies to the Second Pyrninid. Diodorus Siculus mentions 
the fool-holes itp lo its entrance, and Herodotus correctly describes the form of its passages ; 
and yet the Arabs forced a large passage in it. In entire ignorance of the real entrance, which 
must, tliere(o[c, h.ive had a door like the i'-ttm Pyramid. 
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the excellence of its core masonry. In this it equals the Great Pyramid, and 
is far better than any other. 

The rank of the Pyramid of Abu Roash (of Menkauia, fourth dynasty ?) is 
doubtful, owing to its ruined state. The design of the vast rock chamber, after- 
wards so massively lined, is very bold : its core masonry might rank almost as 
high as that of the following Pyramids ; and the use of a very large amount of 
intractable red granite, both internally and externally, raises it character. 

The Second Pyramid at Gtzeh (of Khafra, fourth dynasty), would rank next 
to the Great Pyramid by its accuracy of work, both inside and outside ; and 
even before the Great Pyramid in the work of its coffer. But the lamentably 
bad stone of its general core masonry, the rounded and carelessly shaped 
blocks, and the inferior quality of its casing stone, prevents its taking the 
second place. 

The North Pyramid at Dahshur is about equal in general masonry- to the 
Second of Gizeh ; but inferior in the accuracy of its internal work. It is most 
of all like the Great Pyramid of Gizeh in its style of work, the fineness and 
whiteness of its casing, and the design of the overlapping roofs ; but it is inferior 
to that Pyramid in every detail. 

The South — or blunted — Pyramid at Dahshur is of good work ; very good 
in the lower part of the core, but poorer in the upper parts, both in quality and 
working of the stones. There, is however, some very good work in the joints of 
the casing of it ; flaws in the stone have been cut out, and filled in with sound 
pieces. It is only inferior to the preceding in the quality of the casing. The 
general impression received, from the work and design of these two large 
Pyramids of Dahshur, is that they are more archaic than the Great Pyramid of 
Gizeh ; and the builders seem to be feeling their way, rather than falling oflT tn 
copying existing models. 

The Mastabat-el-Farun (of Unas, fifth dynasty) at Sakkara can scarcely be 
judged, without seeing either the casing or the inside ; but by the general 
masonry, and the large size of the blocks used, it should rank close to the 
preceding buildings. 

The Mastaba- Pyramid at Mcdum is of good work ; the joints of its casing 
are fine and close, and the joint-surfaces arc well dressed. The core masonry is 
passable ; but it is inferior to those already rtientioncd in the size of the stones 
of all parts. 

The Pyramids at Abusir (of Sahura and Racnuscr, fifth dynasty) may, 
perhaps, take about this rank ; for though good in their fine masonry, the 
general bulk of the core is poor, and begins to show the system of retaining walls 
filled in with rubble. 

The Mastaba- Pyramid at Sakkara (or Great Step-Pyramid) is built of h»A 
and small stones, often crumbling to dust : its casings are fairly good, though of 
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small stones; but as they vary in angle, no accuracy seems to have been 
aimed at 

The other Pyramids of Saklcara (of end of fifth, and of sixth dynasty) as far 
as their construction is visible, appear to be all of the same type. They are made 
up of rude retaining walls, not even built continuously, but merely piecemeal ; 
these walls are of rough broken small stones laid in mud ; and they are filled in 
with loose stones, without even any mud. The outer casing was. however, of 
very good work, and consisted of large stones of fine quality ; and the interiors 
are equally good. It was in the unseen mass of the masonry that deterioration 
took place. 

The mud-brick Pyramids might, perhaps, stand before the generality of the 
rubble Pyramids just mentioned ; as some skill is needed in the production of 
sound bricks of large size, that will bear at the present day being bowled down 
from top to bottom of the Pyramid, by the official excavators, witliout breaking. 
The casing of these Brick Pyramids was also of excellent white Mokattam 
limestone, where it has been seen. 

Having thus pointed out a few of the reasons for assigning the above order 
of excellence to the Pyramids, it may be observed that (as far as is yet known 
absolutely) there is but slight exception to the rule of continuous decadence. 
The Third Pyramid of Gizeh is ranked next above the Second, and the 
Mastabat-el-Farun next above the Pyramids of Abusir; but othenvise the 
degeneration of design and work, so particularly seen in the hidden parts,, 
follow the order of time. It is not likely that this is entirely tlic case if we 
knew the name of the builder of each Pyramid, but it is at least a general clue 
of value. And whether the Mastaba- Pyramids and those of Dahshur may 
prove to be the oldest examples or no, still, it would be almost impossible to 
assign a rubble Pyramid — so clearly a deteriorated type — to the age of the 
sound masonry of the fourth dynasty. 

128. The use of plaster by the Egyptians is remarkable ; and their skill in 
cementing joints is hard to understand. How, in the casing of the Great P>ramid, 
they could fill with cement a vertical joint about 5x7 feet in area, and only 
averaging j'^ inch thick is a mystery ; more especially as the Joint could not be 
thinned by rubbing, owing to its being a vertical joint, and the block weighing 
about 16 tons. Vet this was the usual work over 13 acres of surface, with tens 
of thousands of casing stones, none less than a ton in weight. 

The Egyptian notions about the use of plaster and stucco were very free ; 
they never hesitated to use plaster in making good small defects in any place. 
In the monolith pillars of the Granite Temple, the flaws are filled by plaster, 
which is coloured red ; the same is done on the roof of the King's Chamber, and 
the granite passage of the Second Pyramid. On limestone also plaster was freely 
used, especially in the faulty parts of the rock in the tombs. Often the rock h.is 
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weathered away in powder, leaving the plaster with its hieroglyphs as sharp and 
fresh as when first laid on ; this is well seen in the tomb of Khafra-ankh (" Tomb 
of Numbers"), and in tombs in the cutting round the Second Pyramid. Probably 
the continual use of plaster, to make good defects in building, was a habit which 
arose from the necessity of using it for flaws in the rock in the large number of 
excavated tombs ; these are of the earliest time, the use of fine stone linings to 
the rock being a later method, not common till the fifth dynasty. 

It is not usually known that the statues carved in diorite and alabaster were 
painted. Yet such seems certainly to have been the case. The fragments of 
diorite statues, that I found W. of the Second Pyramid, where all stuccoed on 
the outside, with a firm hard white coat ; and the fragments of alabaster statues 
had bright green paint on the dress, and black on the plaited wig. Though it 
has long been known that the limestone statues were generally painted, and that 
those of granite were partially coloured ; yet the concealing of the translucent 
alabaster, and of the polished and variegated diorite, by a coat which might 
merely hide limestone or plaster, seems to have escaped notice hitherto. This 
custom shows that the qualities of the stone were regarded more for preciousness 
than for beauty. 
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CHAPTER XIX. 

THE MECHANICAL METHODS OF THE PYRAMID BUILDERS. 

129. The methods employed by the Egyptians in cutting the hard stones 
which they so frequently worked, have long remained in doubt. Various sug- 
gestions have been made, some very impracticable ; but no actual proofs of the 
tools employed, or the manner of using them, has been obtained. From the 
examples of work which I was able to collect at Gizeh, and from various fixed 
objects of which I took casts, the questions so often asked seem now to be 
solved. 

The typical method of working hard stones, — such as granite, diorite, basalt, 
&c., — was by means of bronze tools ; these were set with cutting points, far 
harder than the quartz which was operated on. The material of these cutting 
points is yet undetermined ; but only five substances are possible : beryl, topaz, 
chrysoberyl, corundum or sapphire, and diamond. The character of the work 
would certainly seem to point to diamond as being the cutting jewel ; and only 
the considerations of its rarity in general, and its absence from Egypt, interfere 
with this conclusion, and render the tough uncrystallized corundum the more 
likely material. 

Many nations, both savage and civilized, are in the habit of cutting hard 
materials by means of a soft substance (as copper, wood, horn, &c.), with a hard 
powder supplied to it ; the powder sticks in the basis employed, and this being 
scraped over the stone to be cut, so wears it away. It is therefore very readily 
assumed by many persons (as I myself did at first) that this method must neces- 
sarily have been also used by the Egyptians ; and that it would suffice to produce 
all the examples now collected. Such, however, is far from being the case ; 
though no doubt in alabaster, and other soft stones, this method was used. 

That the Egyptians were acquainted with a cutting jewel far harder than 
quartz, and that they used this jewel as a sharp-pointed graver, is put beyond 
doubt by the diorite bowls with inscriptions of the fourth dynasty, of which I 
found fragments at Gizeh. These hieroglyphs are incised, with a very free-cutting 
point; they are not scraped nor ground out, but are ploughed through the 
diorite, with rough edges to the line. As the lines are only -^ inch wide (the 
figures being about '2 long), it is evident that the cutting point must have been 
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much harder than quartz ; and tough enough not to splinter when so fine an 
edge was being employed, probably only yin inch wide. Parallel lines are graved 
only ^ inch apart from centre to centre. 

We therefore need have no hesitation in allowing that the graving out of 
lines in hard stones by jewel points, was a well-known art. And when we find 
on the surfaces of the saw-cuts in diorite, grooves as deep as ^^ inch, it appears 
far more likely that such were produced by fixed jewel points in the saw, than 
by any fortuitous rubbing about of a loose powder. And when, further, it ts seen 
that these deep grooves are almost always regular and uniform in depth, and 
equidistant, their production by the successive cuts of the jewel-teeth of a saw 
appears to be beyond question. The best examples of equidistance arc the 
specimens of basalt No, 4 (PI. xiv.), and of diorite No. 12 ; in these the fluctua- 
tions are no more than such as always occur in the use of a saw by hand-power, 
whether worked in wood or in soft stone. 

On the granite core, broken from a drill-hole (No. 7). other features appear, 
which also can only be explained by the use of fixed Jewel points. Firstly, the 
grooves which run around it form a regular spiral, with no more interruption or 
waviness than is necessarily produced by the variations in the component 
crystals ; this spiral is truly symmetrical with the axis of the core. In one part 
a groove can be traced, with scarcely an interruption, for a length of four turns. 
Secondly, the grooves are as deep in the quarts as in the adjacent felspar, and 
even rather deeper. If these were in any way produced by loose powder, they 
would be shallower in the harder substance — quarts; whereas a fixed jewel 
point would be compelled to plough to the same depth in all the components ; 
and further, inasmuch as the quartz stands out slightly beyond the felspar (owing 
to the latter being worn by general rubbing), the groove was thus left even less 
in depth on the felspar than on the quartz. Thus, even if specimens with similarly 
deep grooves could be produced by a loose powder, the special features of this 
core would still show that fixed cutting points were the means here employed. 

That the blades of the saws were of bronze, we know from the green staining 
on the sides of saw cuts, and on grains of sand left in a saw cut. 

The forms of the tools were straight saws, circular saws, tubular drills, and 
lathes. 

130. The straight saws varied from 03 to '2 inch thick, according to the 
work ; the largest were 8 feet or more in length, as the cuts run lengthways on the 
Great Pyramid coffer, which is 7 feet 6 in. long. The examples of saw cuts figured 
in PI, xiv. arc as follow. No. 1, from the end of the Great Pyramid coffer of 
granite, showing where the saw cut was run too deep into the stuff twice over, 
and backed out again. No. 2, a piece of syenite, picked up at Memphis ; showing 
cuts on four faces of it, and the breadth of the .saw by a cut across the top of it. 
This probably was a waste piece from cutting out a statue in the rough. Na 3, 
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a piece of basalt, showing a saw cut run aslcew, and abandoned, with the sawing 
dust and sand left in it ; a fragment from the sawing of the great basalt pave- 
ment on the East of the Great Pyramid. No. 4, another piece from the same 
pavement, showing regular and well-defined lines. No. 5, a slice of basalt from 
: same place, sawn on both sides, and nearly sawn in two. No. 6, a slice of 
rite bearing equidistant and regular grooves of circular arcs, parallel to one 
another ; these grooves have been nearly polished out by crossed grinding, but 
still are visible. The only feasible explanation of this piece is that it was pro- 
duced by a circular saw. The main examples of sawing at Gizeh are the blocks 
of the great basalt pavement, and the coffers of the Great, Second, and Third 
Pyramids, — the latter, unhappily, now lost. 

131. Next the Egyptians adapted their sawing principle into a circular, 
instead of a rectilinear form, curving the blade round into a tube, which drilled 
out a circular groove by its rotation ; thus, by breaking away the cores left in 
the middle of such grooves, they were able to hoUow out large holes with a 
minimum of labour. These tubular drills vary from \ inch to 5 inches diameter, 
and from ^q to \ inch tliick. The smallest hole yet found in granite is 2 inches 
diameter, all the lesser holes being in limestone or alabaster, which was probably 
worked merely with tube and sand. A peculiar feature of these cores is that 
they are always tapered, and the holes are always enlarged towards the top. 
In the soft stones cut merely with loose powder, such a result would naturally 
be produced simply by the dead weight on the drill head, which forced it into 
the stone, not being truly balanced, and so always pulling the drill over to one 
side ; as it rotated this would grind off material from both the core and the 
hole, But in the granite core, No. 7, such an explanation is insufficient, since 
the deep cutting grooves are scored out quite as strongly in the tapered end 
as elsewhere ; and if the taper was merely produced by rubbing of powder, they 
would have been polished away, and certainly could not be equally deep in 
quartz as in felspar. Hence we are driven to the conclusion that auxiliary 
cutting points were inserted along the side, as well as around the edge of the 
tube drill ; as no granite or diorite cores are known under two inches diameter, 
^^ there would be no impossibility in setting such stones, working either through 
^K a hole in the opposite side of the drill, or by setting a stone in a hole cut 
^H through the drill, and leaving it to project both inside and outside the tube. 
^B Then a preponderance of the top weight to any side would tilt the drill so as to 
wear down the groove wider and wider, and thus enable the drill and the dust 
to be the more easily withdrawn from the groove. The examples of tube 

I drilling on PI. xiv. are as follow : — No. 7, core in granite, found ai Gizeh, 
No, 8, section of cast of a pivot hole in a lintel of the granite temple at Gizeh; 
here the core, being of tough hornblende, could not be entirely broken out, and 
remains to a length of "5 inch. No. 9, alabaster mortar, broken in course of 
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manufacture, showing the core in place ; found at Kom Ahmar (lat i8' ^'), by 
Prof. Sayce, who kindly gave it to me to illustrate this subject. No. lo. the 
smallest core yet known, in alabaster ; found with others at Memphis, by Dr. 
Grant Bey, who kindly gave me this. No. ii, marble eye for inlaying, with 
two tube drill-holes, one within the other; showing the thickness of the small 
drills. No, 13, part of the side of a drill-hole in diorite, from Gizch, remarkable 
for the depth and regularity of the grooves in it. No. 1 3, piece of limestone from 
Gizeh, showing how closely holes were placed together in removing material by 
drilling ; the angle of junction shows that the groove of one hole just overlapped 
the groove of another, without probably touching the core of the adjacent hole ; 
thus the minimum of labour was required. The examples of tube drilling on a 
) large scale are the great granite coflers, which were hollowed out by cutting 
rows of tube drill-holes just meeting, and then breaking out the cores and 
intermediate pieces ; the traces of this work may be seen in the inside of the 
Great Pyramid coffer, where two drill-holes have been run loo deeply into the 
sides ; and on a fragment of a granite coffer with a similar error of work on it, 
which I picked up at Gizeh, At El Bersheh {lat, 27" 42') there is a still larger 
example, where a platform of limestone rock has been dressed down, by cutting 
it away with tube drills about 18 inches diameter; the circular grooves 
occasionally intersecting, prove that it was merely done to remove the rock. 

132. The principle of rotating the tool was. for smaller objects, abandoned 
in.favour of rotating the work ; and the lathe appears to have been as familiar 
an instrument in the fourth dynasty, as it is in modern workshops. The 
diorite bowls and vases of the Old Kingdom are frequently met with, and show 
great technical skill. One piece found at GiEch, No. 14, shows that the method 
employed was true turning, and not any process of grinding, since the bowl has 
been knocked off of its centring, recentrcd imperfectly, and the old turning 
not quite turned out; thus there are two surfaces belonging to different 
centrings, and meeting in a cusp. Such an appearance could not be produced 
by any grinding or rubbing process which pressed on the surface. Another 
detail is shown by fragment No. 1 s ; here the cur\'cs of the bowl are spherical, 
and must have therefore been cut by a tool sweeping an arc from a fixed centre 
while the bowl rotated. This centre or hinging of the tool was in the axis of 
the lathe for the general surface of the bowl, right up to the edge of it ; but as 
a lip was wanted, the centring of the tool was shifted, but with exactly the 
same radius of its arc, and a fresh cut made lo leave a lip to the bowl. That 
this was certainly not a chance result of hand-work is shown, not only by the 
exact circularity of the curves, and their equality, but also by the cusp left where 
ihey meet This has not been at all rounded off, as would certainly be the case 
in liand-work, and it is a clear proof of tlie rigidly mechanical method of striking 
the curves. 
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Hand graving tools were also used for working on the irregular surfaces of 
statuary ; as may be well seen on the diorite statue of Khafra found at Gizeh, 
and now at Bulak. 

133. The great pressure needed to force the drills and saws so rapidly 
through the hard stones is very surprising ; probably a load of at least a ton or 
two was placed on the 4-inch drills cutting in granite. On the granite core, 
No. 7, the spiral of the cut sinks 'i inch in the circumference of 6 inches, or i in 
60, a rate of ploughing out of the quartz and felspar which is astonishing. Yet 
these grooves cannot be due to the mere scratching produced in withdrawing the 
drill as has been suggested, since there would be about A inch thick of dust 
between the drill and the core at that part ; thus there could be scarcely any 
pressure applied sideways, and the point of contact of the drill and granite could 
not travel around the granite however the drill might be turned about. Hence 
these rapid spiral grooves cannot be ascribed to anything but the descent of the 
drill into the granite under enormous pressure ; unless, indeed, we suppose a 
separate rymering tool to have been employed alternately with the drill for 
enlarging the groove, for which there is no adequate evidence. 

134. That no remains of these saws or tubular drills have yet been found 
is to be expected, since we have not yet found even waste specimens of work 
to a tenth of the amount that a single tool would produce ; and the tools, 
instead of being thrown away like the waste, would be most carefully guarded. 
Again, even of common masons' chisels, there are probably not a dozen known ; 
and yet they would be far commoner than jewelled tools, and also more likely 
to be lost, or to be buried with the workman. The great saws and drills of the 
Pyramid workers would be royal property, and it would, perhaps, cost a man 
his life if he lost one ; while the bronze would be remelted, and the jewels reset, 
when the tools became worn, so that no worn out tools would be thrown away. 

135. Of the various other details of mechanical work mention is made in 
different sections of this volume. The red marking of the mason's lines is 
described in section 63. The use of testing-planes in working surfaces, in 
section 170. The use of drafted diagonals, in section 55. The character of the 
fine joints, in section 26. The accuracy of levelling, in section 26. The fitting of the 
courses one on the other, in section 41. The arrangement of the courses on the 
ground before building, in section 168. The lugs left for lifting the stones, in 
sections 50, 55, and 63. The method of raising the stones, in section 169. 
The labour system employed on the Egyptian monuments, in section 166. And 
the use of plaster, in section 128. A general statement of all these mechanical 
questions, with fuller details of some of the specimens and examples of work, 
will be found in a paper on the " Mechanical Methods of the Egyptians," in the 
Anthropological Journal iov 1883. 
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CHAPTER XX. 

VALUES OF THE CUBIT AND DIGIT. 

136, The measurements which have been detailed in the foregoing pages 
supply materials for an accurate determination of the Egyptian cubit. I'rom 
such a mass of exact measures, not only may the earliest value of the cubit be 
ascertained, but also the e-vtcnt of its variations as employed by ditlcrent 
architects.* There is no need to repeat here all the details of each case already 
given, nor to enter, on the principles of the determination of imita of measure 
from ancient remains, which I have fully described in " Inductive Metrology." 

For the value of the usual cubit, undoubtedly the most important source u 
the King's Chamber in the Great Pyramid ; that is ihc most accurately wrought, 
the best preserved, and the most exactly measured, of all the data that are 
known. The cubit in the Great Pyramid varies thus : — 

By the base of King's Chamber, corrected for opening of joints 20"632±-004 
By the Queen's Chamber, if dimensions squared arc in square 

cubits (section 153) ... ... ... ... 20'6i ±03 

By the subterranean chamber ... ... ... 20*65 ±"05 

By the antechamber ... .., ... ... 20-58 ±02 

By the ascending and Queen's Chamber passage lengths 

(section 149) ... ... ... ... ... 20-622±x)02 

By the base length of the Pyramid, if 440cubits (section 143) 20-61 (±-002 

By the entrance passage width ... ... ... 20765±'ol 

By the gallery width ... ... ... ... 20-6os±-032 

The passage widths are so short and variable that little value can be placed on 
them, especially as they depend on the builder's and not on the ma.<wn's work. 
The lengths of the passages arc very accurate data, but being only single 
measures, are of less importance than arc chambers, in which a length is often 
repeated in the working. The chamber dimensions arc rather variable, par* 
ticularly in the Subterranean and Antechamber, and none of the above data 
arc equal in quality to the King's Chamber dimensions. If a strictly weighted 

* On (he facade of one of the lombi at Benl Hastan there i> a scratch left by the workman 
at Qvciy cubii length. 71ic cubit there is a long variety, of 307 10 lO'S. 
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mean be taken it yields 20 620db*004 ; but taking the King's Chamber alone, as 
being the best datum by far, it nevertheless contracts upwards, so that it is 
hardly justifiable to adopt a larger result than 20'620db*005. 

137. In the Second Pyramid the base is very indirectly connected with the 
cubit, so that it is not probable that reference was made to the cubit, but only to 
the King s Chamber or passage height which are derived from it The cubit 
found varies thus : — 

By the tenth course level ... ... ... ... 20*82 db'Ol 

By the first course height ... ... ... ... ... 2076 ±03 

By the passage widths ... ... ... ... ... 2072 ±01 

By the great chamber, dimensions squared being in square cubits 20'640±*005 

By the lower chamber, sides in even numbers of cubits ... 20'S73±'Oi7 

The course heights and passage widths are less likely to be accurate than the 
chamber dimensions ; a strictly weighted mean is 20'68±'o3 ; but, considering 
the details, probably 20*64db*03 would be the truest determination of the 
cubit here. 

In the Third Pyramid the work is very rough in comparison with the pre- 
ceding, and the cubit is correspondingly variable. 



By the base 

By the course heights of granite 

By the first chamber ... 

By the second chamber 

By the granite chamber 



20768db'Oi5 

20l62db'OI7 

20*65 ±10 
2070 ±'os 
2074 ±*2 



Here it is evident that the courses are all too thin on an average, though 
varying from 36*0 up to 42*8, and they are certainly not worth including in a 
mean. The average of the other elements, duly weighted, is 20 76± *02, or the 
simple average (as the previous gives scarcely any weight to the chambers) is 
20 7 1 ±02, which may be most suitably adopted. 

Arranging the examples chronologically, the cubit u.sed was as follows : — 

Great Pyramid at Gizeh, Khufu ... 20'620db*ooS 

Second ., „ Khafra ... 20*64 ±*03 

Granite temple „ „ ... 2068 ±02 

Third Pyramid „ Menkaura ... 20*71 ±*02 

„ „ peribolus walls „ ... 20*69 ±02 

Great Pyramid of Dahshur (?) ... 20*58 ±02 

Pyramid at Sakkara Pepi ... 20*51 ±'02 

Fourth to sixth dynasty, mean of all ... 20*63 dbX)2 

Average variation in standard ... '06 

138. Besides these examples of the cubit as used in various buildings, the 
other principal unit of early times — the digit — may be obtained from the tombs. 
A usual feature of the decoration, of both the rock-cut tombs and the built Mas- 
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tabas, is a list of otTcrings ; these are usually written in a tabular form, in a number ' 
of square spaces like a chessboard. It was therefore necessary for the workman to | 
set out a series of equal spaces, and to do this he most naturally marked off a 
even number of whatever small measure he was in the habit of using ; just as a 
English workman would mark olif a number of spaces of three or four inches ' 
each, rather than adopt any irregular fractions. These lists are particularly 
valuable in giving the unit, for two reasons; first, the designer was usually 
unfettered by limits, he could make the spaces a little larger or smaller, so as to 
work in round numbers, and he could mark off the lengths on a smooth wall 
with great nicely ; and, secondly, the repetition of so many equal spaces gives an 
admirable means of ascertaining where the workman's errors lay, and also give* 
such a number of examples that the exact quantity may be very accurately I 
determined. ' 

In the examples of such lists measured by me, the regularity of the spaces 
deserves notice ; the errors of workmanship, shown by the average variations of 
the lengths from the mean of the whole, stand thus : — 

(i) Tomb No. 15 of Lepsius, Apa 

(=) „ ,. 68 

W. of Great Pyramid. Ka-nofcr-a 

No. 64 

Under 69 .... , 
Ases-kaf-ankh 

(Painter's canon) „ 



<3) 
(4) 
(!) 
(6) 
(7) 
18) 



1 V.'i.Uh. 


In Ilright. 


•013 


•024 inch. 


■038 


■050 „ 


■074 


•038 „ 


■042 


•072 „ 


X.25 


■043 .. 


■022 


•044 » 


■018 


X>22 „ 


■041 


■026 „ 



Here it is seen that, with one exception, the error of marking the spaces 
one over the other is greater than that of marking them side by side. Omitting 
the tomb of Ka-nofcr-a (which was never finished, and is merely in tlic first 
blocking out), the mean error in width is 028, and in height -040. Considering 
that the engraved lines are usually about j\, inch wide, a mean error of ,j or if 
inch on the length of the spaces shows very careful work. 

139. Of these engraved lists the first two have a unit of a decimal division 
of the cubit ; in No. 1 the spaces arc M of a cubit wide, and ,Vo high, or ,*, and 
5', ; and in No. 2 the spaces are ^^ wide, and ^0*0 high, or /„ and ,"„. The 
cubit of No. I would be 20'45 ± 'OS, and of No 2, 2058 rfc 08. Thi.« is of 
course inferior as a cubit standard to the determinations from large buildings ; 
but it is very valuable as showing the decimal division of this cubit, which is j 
also found in other countries. 

140. Of the digit there arc three good examples : — 
No. 3, squares of 8 digits wide. 9 high, mean digit 739 ± -004 

No, 4. .. 4 .. .. 5 .. n n 738 ± ■001 

No. 5. .. 3 .. - 4 n « .. 722 ± "oco 



Weighted mean 



■727 ± -OM 



Sta. 141] COMPARISON WITH PREVIOUS RESULTS. 

The squares of No. 6 may be designed in di^ts, but they seem to be irregular, 
being 3*600 ± -004 wide, and 3775 ± 012 hiyh. In the same tomb of Ascs- 
Icaf-ankh, are two subjects with the artist's canons> drawn over the finished and 
painted subject. What the purpose of this can have been it is not easy to say ; 
but the squares in one subject are 4675 rt 001 5 ; and in the other r407 ± ■005, 
or three times 4690; the mean of both is -468 ± ooi, which is not simply 
connected with any other quantity of digits or cubits. 

141. The values of the cubit and digit, found in use in the cases mentioned 
in this chapter, agree remarkably closely with what has been already worked 
out. For the cubit I had deduced (Inductive Metrology, p, 50) from a quantity 
of material, good, bad, and indifferent, 2064 ± 02 as the best result that I could 
get ; about a dozen of the actual cubit rods that are known yield 2065 ± '01 ; 
and now from the earliest monuments we find that the cubit first used is 2cr63, 
and the mean value from the seven buildings named is 2063 ± -02. Here, then, 
by the earliest monument that is known to give the cubit, by the mean of tlie 
cubits in seven early monuments, by the mean of 28 examples of various dates 
and qualities, and by the mean of a dozen cubit rods, the result is always within 
fft inch of 20'63, On the whole we may take 2062 ± 01 as the original value, 
and reckon that it slightly increased on an average by repeated copyings in 
course of time. 

The digit, from about a dozen examples deduced from monuments (Ind. 
Met, p. S3), I had concluded to be 7276 ± cor ; here, from three clear and 
certain examples of it, the conclusion is 727 ± 002 for its length in the fourtJi 
dynasty, practically identical with the mean value before found. 

As I have already pointed out (Ind. Met., p. 56), the cubit and digit have no 
integral relation one to the other ; the connection of 28 digits with the cubi' 
being certainly inexact, and merely adopted to avoid fractions. Now these 
earliest values of tlie cubit and digit entirely bear out this view ; 28 of these 
digits of 727 is but 2036 ± '06, in place of the actual cubit 20'63 ± 'oi. Is 
there then any simple connection between the digit and cubit.' Considering 
how in the Great Pyramid, the earliest monument in which the cubit is yet found, 
so much of the design appears to be based on a relation of the squares of linear 
quantities to one another, or on diagonals of squares, it will not be impossible to 
entertain the theory of tlje cubit and digit being reciprocally connected by 
diagonals. A square cubit has a diagonal of 40 digits, or 20 digits squared has 
a diagonal of one cubit ; thus a square cubit is the double of a square of 20 
digits, so that halves of areas can be readily stated. This relation is true to 
well within the small uncertainties of our knowledge of the standards ; the 
diagonal of a square cubit of 2062 being 40 digits of 729, and the actual mean 
digit being 727 ± 002. This is certainly the only simple connection that can 
be traced between the cubit and digit ; and if this be rejected, we must fall back 
on the supposition of two independent and incommensurable units. 
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CHAPTER XXr. 

THEORIES COMPARED WITH FACTS. 

14?. Now that we are furnished, for the first time, with an accurate 
knowledge of the ancient dimensions of the Pyramids, we can enter on an 
examination of tlie theories which have been formed, and test them by the 
real facts of the case Hitherto, on even the most important and crucial 
question, the only resource has been taking the mean of a number of contra- 
dictory results; a resource which has been, in the case of the Great Pyramid, 
more fallacious than was suspected, owing to a complete misinterpretation of 
the nature of the points measured. 

The question of the value to be assigned to earlier measurements of the 
Great Pyramid base, and the way in which the accurate observations agree 
with the present survey, is discussed at the end of this chapter, in section 163,. 
In mentioning the following theories, it seemed best to avoid any prejudice 
for or against them, and also to avoid questions of priority, by stating them 
without any reference to their various sources. A theory should stand on its 
own merits, irrespective of the reputation of its prnpounder. There is no need 
here to explain the bearings of. and reasons for. all thi-se theories; most of them 
stand self-condemned at once, by the actual facts of the case. Others, framed 
on the real dimensions, will bear the first and indispensable test of measurement, 
which is but the lowest class of the evidences of a theory. Some theories which 
have not appeared before now, need explanation to make them intelligible. 
The general question of the likelihood of the theories, judging by their 
connection together, and by analogies elsewhere, is summed up in the Synopsis, 
section 1 57 ; and the conclusion formed, of what theories arc really probable, is 
given in section 178, 

143. Applying, then, the first, and direct test — that of measurement — to 
the mo.st prominent subject of tlieorising — the siic of ihc Great Pyramid — 
the base was, as wc have seen, 

Atengc 9o68-8± -4 
By theory, Circuit of 5 iiiidii) [or \ ECognphjcU mile of equator meridba) . . yo68'6± '4 
Sidcjteaibitiofij-j (cubit of EByptiwu, Auyriui>,Jewt,&c) . 9073' ±3S' 
....*_ L.._ _>-_j._ ,„ — I,. . ,_ ^ I Pynunid) ■ 9075- ± v 



Side 440 cubits of 30*610 (EfyptiBji cubit, a* in Cicai F 
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Ay theory, Circuit 50,000 digits of 727 (Egyptian digit) .... 

Side 500 cubits of 18*2405 (Greek cubit, also claimed as Eg>'ptian) 

Side = width of band round the earth containing 10** square feet 

Side 452 cubits of 20*2208 («*» of a second of latitude) 

Side 365*242 cubits of 25*025 (theoretical Polar cubit) 

Circuit 355 units of 5 Egyptian cubits 

Side 366*256 cubits of 25025 (theoretical Polar cubit) 

Side 360 cubits of 25*488 



9087* ±25 

9120*2 

9128* 

91398 

9140*2 

91550 

9165*2 

91757 



Most of these theories are manifestly beyond consideration, but on two or three 
of the best some further notes are desirable. The 440 cubit theory is supported 
"by the fact of the height being 280 cubits ; so that the well-known approxi- 
mation to TF, -^-, appears here in the form of the height being 7x40 cubits, 
and the semi-circuit 22x40 cubits. From other cases (in the interior) of the 
ratio of radius to circumference, it seems probable that a closer approximation 
than 7 to 22 was in use ; and it is quite likely that the formula employed 
for TF was y , with a small fractional correction applied to the 22 ; such is 
the most convenient practical way of working (if without logarithms), and it 
is the favourite method of expressing interminable ratios among most ancient 
nations. In any case all arithmetical statements of this ratio of ir are but 
approximate, and the question is merely one of degree as to the amount of 
error, in any figures that can be used for it The 360 cubit theory is simple- 
looking ; but no examples of such a cubit are known in the Pyramids, and it 
is not prominent among other Egyptian remains. The stadium theory fits 
remarkably closely to the facts. Beside the stadium of ^ geographical mile 
on the equatorial meridian, there are several other modes of measurement on 
the earth's surface, and it should be noted that these agree closely with what 
the Pyramid circuit would be at the various levels of the sockets. Thus, 5 
stadia on 



Equatorial meridian .... 
Mean „ outside Arctic circle 

Mean of a whole meridian . 
Mean of all azimuths at the P)*ramid . 
Mean of all azimuths, everywhere 
Mean of equatorial circle . . . 



} 



(stadium 7254*9)= Pyramid circuit *i above base. *o ^pavement. 

(7281*6)= M »> ai*a „ „ 33*0= S.W. socket. 

(72020)= „ „ 99*5 „ „ a8*5 = N.E. socket. 

(7296*3)= „ „ 32*9 „ „ 32*8 = N.W. socket. 

(73045)= M M 39*4 •» M 39 9 = 8. E. socket. 



There are many arguments both for and against this theory ; and they branch 
into so many collateral subjects that it would be beyond both the size and the 
nature of this statement to enter into them here. 

144. For the height of the Great Pyramid there are also several 
theories : — 



The actual height originally was .... 

By theory, 280 cubits of 20'632db'004 (Egyptian cubit) 
TO of Roman mile, 5822odb40 
Circumference of earth -4- 270,000 

{perihelion 
mean . 
aphelion 



5776o=fc7x> 

5776-9dbri 
5822* ±4 

58327 

5783 
5886 

5989 
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145. For the angle of the Great Pyramid, of course any theory of the 
base, combined with any theory of the height, yields a theoretic angle ; but 
the angles actually proposed are the following: — 

Angle of casing as measured 5 ' ° 52* ±2' 

By theory of 34 slope to 21 base 51" S'' 2o" 

height : circumference :: radius to circle . 51° 51' I4'3" 
9 height on 10 base diagonally , -51° So' 39'l'' 

7 height to 22 circumference . ■ S ' ° 5^' 34'0'' 

area of face=area of height squared , . 51° 49' 38"3" 
(orsinc=cotangent,and many other relations) 
2 height vertical to 3 height diagonal . . 51' 40' l6'2" 

5 height on 4 base 51° 20' 25'" 

The weight of the Pyramid has been compared with that of the earth; but 
by the preceding data of size of the Pyramid, and the value already accepted b/ 
the theorists for specific gravity of the earth, the 

weight of the Great Pyramid in English tons is 5,923400 
and the weight of the earth -t- 1,000 billion is 6,062,000 
or a difference of j?j of the whole. 

146, The height of the courses has also been theorised on. 

The 25th course is at 8850 

By theory equal to Queen's Chamber level at , . 858-4 

The 50th course is at . . . . . . . 1 697-6 

By theory equal to the King's Chamber floor level, 1691-4 to 16937 
The position of the remarkably thick courses, which start out afresh as the 
beginning of a new diminishing series, at so many points of the Pyramid's 
height, are shown in PI. viii. ; they do not seem to have any connection with the 
levels of the interior (see PI, i.x.), nor any relation in the intervening distances or 
number of courses. It is, however, possible that a relation may be approximately 
intended between the introduction of the thick courses, and the various levels at 
which the area of the Pyramid's horizontal section is a simple fraction of the 
base area. Thus if we divided the base into 5 parts, or its area into 25 squares, 
there are the following number of such squares in the VytSixaid area at diflereat 
levels : — 
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These points are marked along the top edge of the diagram (PI. viii.), by which 
their coincidence with the courses can be seen by eye. It appears that though 
nothing exact was intended, yet as if the increased course thickness was started 
anew when the horizontal area had been reduced to a simple fraction of the base 
area : nearly all the prominent fresh starts of the courses are in the above list ; 
and the fact that it includes each of the points where the simple length of the side 
is a direct multiple of \ of the base, is also in favour of the theory ; or, in other 
terms, a thicker course is started at each fifth of the whole height of the Pyramid. 
147. The trenches in the rock on the E. side of the Pyramid have 
Angle between S. and E.N.E. trench axes 104** i' 43" = 2 x 52** o' 52" 
Angle between E.N.E. and N.N.E. axes 510 36' 52" 

By theory equal to angle of slope of the Pyramid = 51° 52' 

The distances of the Pyramid pavement, trench axes, and basalt pavement, 
outwards from the Pyramid base, may have a connection with the interior of the 
Pyramid. It has been a favourite notion of many writers to regard the sides of 
the Pyramid as laid open around the base, like the form of a **net" for making a 
Pyramid model. If then the East side be laid off from its base, the height of 
the interior levels carried out to the slope of the face, nearly coincide with 
certain distances on the ground. 

On face 
In Pyramid. Level, from base. 



Gallery doorway 852*6 .*. 1084*0 

Axis of Queen's passage 877*9 ' ' '^*i 

Gallery N. top (852*6 -f 344*4) 1196*8 1521*5 

King's Cwall base 1688*5 2146*6 

Chamber (.high floor 1693*7 2153*3 



On ground from base. Outside Pyramid. 

1080*6 to 1085*5 Axis of N. trench. 

1122*9101125*4 Axis of S. trench. 

1521*4 Axis of mouth of N.N.E. 

trench. 
2148*0 1 Outer edge of basalt pave- 

2153*01 ment. 

The idea seems intrinsically not very improbable, and the exactitude of three of 
the four coincidences is remarkable, being well within the variations of workman- 
ship, and errors of measure. 

Of the many coincidences pointed out about the trenches, we will only stop 
to notice those that are within the bounds of possibility. The axis of the N. and 
S. trenches is supposed to be a tangent to a circle equal to the core-base of the 
Pyramid ; the trenches, as we now know, have not the same axis ; the S. being 
a tangent to a circle of a square 1 1 5 inside the finished base, and the N. being a 
tangent to a circle of a square 165 inside. Now, as the casing (on the N. side) 
averages 108 ± 8 thick at the base, the theory is possibly true of the S. trench. 
The outer ends of the trenches are said to be opposite to the points where the 
core-base would be cut by an equal circle ; if so, this would require the casing 
to be 86* wide at the base ; at the comer it is about 80 at the base, so this is not 
far from the truth. The inner ends of the trenches are said to be points lying 
on the circle equal to the finished base of the Pyramid ; the inner end of the N. 
trench is nearest to that, being 5,782 from the Pyramid centre ; the Pyramid 
height being 5,776 ± 6, or the radius of the base circuit 5»773*4- A line drawn from 

2 B 
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this same point, the inner end of the N. trench, to the centre of the Pyramid 
at 103° 48' 27" to the face of the Pyramid ; and it is said to be parallel to 
axis of the E.N.E. trench, which is at 103° 5/ 34", a difTcrcncc equal to 
inches in the position of the trench end. On all these theories of the ends of 
trenches, it must be remembered, however, that they were lined {section 100); 
therefore the finished length was very different to what it is at present 

148. The main theory of the positions of the chambers in the Great Pyra- 
mid, depends on the idea of a square equal in area to the vertical section of the 
Pyramid ; and one-half of this square, subdivided into thirds, is said to show the 
levels of the Queen's, King's, and top construction chambers ; and divided In 
half, the level where the entrance passage axis passes the middle of the Pyramid, 
The side of such a square is 51 176, and the levels therefore arc thus:- 

Kings Chamber floor 1691-410 16937 i7o5'8 iwo-thirds 

Entrance passage axis at Pyramid centre — I307" I I279'4 half 

Thus the King's Chamber and the entrance passage decidedly disagree with 

theory ; and the Queen's Chamber passage has to be abandoned, in favour 

the N. door of the gallery. There is, however, a rather similar theory, derived 

from a square inscribed in the vertical section of half of the Pyramid. The 

levels in that would be: — 
Queen's Chamber passage 834*9 ^nc^ 8546 1 846*8 one-third of square. 
King's Chamber floor . l69l'4 to 16937 '^3"6 two-thirds „ 
Around well in subterranean — I254' | 1270'2 half „ 

This agrees closely to the best defined level — of the King's Chamber ; but i: 

better than the other theory on the whole. 

Another theory is that the chambers arc at intervals of 40 cubits, the height 

being 280 cubits. 

Queen's Chamber 834'4 I 825-1 40 cubits 'J as by 

King's Chamber wall . . 16885 ! '6scr3 80 „ > total ■ 

Top of construction chambers 2525? j 24754 '20 „ j height H 

Pyramid apex .... 5776 | 5776 280 „ fl 

This theory, therefore, fails worse than the others, the most definite level needing 

a cubit of 21-1 to fit it 

We will now note some connections which appear between the exact 

dimensions. 

The level of the virtual end of the gallery floor is . . , 1689*0 ± '$ 

The horizontal length of the gallery floor is 16889 ± .3 

1 he level of the base of the King's Chamber walls is . 1686-3 to »6S8-5 ± -6 
The level of the King's Chamber floor is . . , 1691-4 to 16937 ± "6 

The level of the horizontal area of Pyramid =: } of base area is 1691 7 ± 1 '8 

(or vertical area of the Pyramid divided in half; or 
diagonal of the Pyramid = side of Pyramid at bisc) 
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Here then are three entirely independent quantities, all agreeing within about 
three inches, or but little more than the range of the probable error of 
determining them, even omilling the question of errors of workmanships 
According to this coincidence, then, the design of the level of the King's Chamber 
was the halving of the vertical area of the Pyramid ; and we have already seen 
a very similar idea in the thick courses, which are introduced apparently at 
levels where the horizonlal area of the Pyramid had simple relations to the 
base, or where the vertical area was simply divided. 

For the Queen's Chamber there is no similar theory of sufficient accuracy; 
falling back, therefore, on the very general idea of its being at half the level of 
the King's Chamber above the base, we are met with the question. What level 
is to be taken for the Queen's Chamber : (i) the N. door of the gallery, (2) the 
rough floor of the passage, (3) the rough f3oor of the chamber. (4} the finished 
ceiling of the passage, or (5) the level of some supposed floor which was 
intended to be introduced? Remembering what accuracy is found in the 
King's Chamber level, and its cognate lengths, this will be best answered by 
seeing what level is at half the King's Chamber level. This is intended to be at 
'688'S ± "4, judging by the gallery length ; and half of this is 844'2 ± '2. No 
existing level in the Queen's Chamber agrees to this ; so if the chamber was to 
be at half the height of that above it, it would only be so on the hypothesis of a 
fine hmestone floor to be inserted. Such a floor must be (844*2 — 8344) = 9-8 
inches thick, not dissimilar to the floor in the Second Pyramid. Is there then 
any confirmation of this hypothesis in the chamber itself? The heights will be 
all 98 less from the supposed floor, and the height to the top will be 2353 
over this floor level, or exactly the same height as the King's Chamber walls, 
2353 1 ± "07. This is the more likely, as tlie width of this chamber is the 
same as that of the King's Chamber. This is then the only hypothesis on 
which the Queen's Chamber can have been intended to be at half the height 
of the King's Chamber. 

The level of the apex of the construction chambers (according to Vyse's 
measure above the King's Chamber) is about 2,535; and this is nearly three 
times the Queen's Chamber level, or three halves of the King's Chamber level, 
as was commonly supposed ; the exact amount of that being 25327, 

For the subterranean chamber levels the same principle, of even fractions 
of the King's Chamber level, seems not impossible. But tlie fractions required 
being less simple, the intention of the coincidence is less ; and the levels below 
are more likely to result from a combination of other requirements. 



King's Chamber level x | = 



I0S5'3 I ios6±2 level of subtn. chamber roof. 
1181-9 I ii8i±i level of end of entrance passage. 



r49. Coming next to the passages of the Pyramid, the entrance is said to 
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be 12 cubits of 20*6 east of the middle. This would be 247, whereas it is 
really 2S7. 

The theory of the inside of the Pyramid, which has lately been published 
with the greatest emphasis, is that the distances from certain lines drawo in the 
entrance passage, up to the N. door of the gallery, reckoned in so-called 
" Pyramid inches," is equal to the number of years from the date of the building 
of the Great Pyramid to the beginning of our present era, which is claimed to 
be the era of the Nativity. Granting, then, two preliminary theories : (1) that 
the Nativity was at the beginning of our era (and not four or five years before, 
as all chronologers arc agreed), and (2) tfiat the epoch of the Great Pj-ramid wan 
when a Draconis was shining down the entrance passage, at its lower culmination 
(which is very doubtful, as we shall see below) — granting these points — the 
facts agree within a wide margin of uncertainty. The epoch of a Draconis is 
either 2162 or 2176 B.C., according as we take the angle of the built jxirt of the 
passage or of the whole of it ; and the distance in theoretical Polar-earth inches 
between the points mentioned is 21733. With such a range in the epoch, 
nothing exact can be claimed for this coincidence ; and the other coincidences 
brought forward to support it — the date of the Exodus, S;c. — are of still less 
exactitude and value. The 8th of August, 1882, which was to have been some 
great day on this theory, has passed quietly away, and we may expect the 
theory to follow it in like manner. 

The theory of the date of the Great Pyramid — that it was the epoch when 
the pole-star was in line with the entrance passage — seems likewise untenable 
in the light of tlic facts. There is no fresh evidence to be produced here about 
it ; so it will suffice to remark that the only chronologer on whose .sy.slcm such 
a synchronism is possible, omitted ten dynasties, or a third of the whole number 
known, by a supiJOscd connection, which even his followers now allow to be 
impossible. Such being tlic case, tlic chronology which admits of the fourth 
dynasty being as late as 2200 RC. appears to be hopeless; and with it the 
theory of the pole-star connection of the entrance passage falls to the ground- 
The only possible revival of the theory, is by adopting the first appearance of 
the star at that altitude in 3400 B.C. ; but this omits half the theory (that part 
relating to the Pleiades) and may be left at present ^%»i chronological discussion. 

The total original length of the entrance passage floor being 4,143, appears 
to have been designed as 200 cubits of 2071 each; the roof is 4,133, or 
200X2Cr66. 

The length of the ascending passage is 1546-5 inches ; this is equal to 75 
Cubits of 20620 : and therefore is j of the length of the entrance passage. 

The length of tlie Queen's Chamber passage seems to have been ruled by 
the intention of placing the chamber-ridge exactly in the mid-planc of the 
Pyramid ; but the curiously eccentric niche on the E. wall seems as if intended 
to mark some distance ; and measuring from the N. wall of the gallery, where 
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the passage virtually begins, to the middle of the niche is 1651*6, which equals 
80 cubits of 20*645, ^"^ is, therefore, | of the length of the entrance passage. 

The horizontal length of the gallery at the top is also just about the 
same amount, being 16485, or 80 cubits of 20606, which may possibly be 
intentional ; this length, however, seems far more likely to be ruled by the 
horizontal length at the bottom being equal to the level of the King's Chamber, 
or upper end of the gallery floor, above the base level ; and the top being 
narrowed i cubit at each end, as it is at each side, by the over-lappings. 

1 50. The theories of the widths and heights of the passages are all con- 
nected, as the passages are all of the same section, or multiples of that. The 
entrance passage height has had a curiously complex theory attached to it ; 
supposing that the vertical and perpendicular heights are added together, their 
sum is 100 so-called " Pyramid inches." This at the angle of 26** 31' would 
require a perpendicular height of 47*27, the actual height being 47*24±*02. But 
in considering any theory of the height of this passage, it cannot be separated 
from the similar passages, or from the most accurately wrought of all such 
heights, the course height of the King's Chamber. The passages vary from 
462 to 486, and the mean course height is 47040±"0I3. So although this 
theory agrees with one of the passages, it is evidently not the origin of this 
frequently-recurring height ; and it is the more unlikely as there is no authentic 
example, that will bear examination, of the use or existence of any such 
measure as a ** Pyramid inch," or of a cubit of 25*025 British inches. 

Another theory of the passage height is that the diagonals of the passage, 
in a vertical section across it, are exactly at the angle of the Pyramid outside, 
«>., parallel with E. or W. face of the Pyramid. Taking the passage breadth, 
as best defined by the King's Chamber, at 41*264 f the passages varying from 
406 to 426), the Pyramid angle at 51^ S2'±2', and the passage angle as 26^ 27^ 
the perpendicular height of the passage should be 47*o6±05 by theory ; and 
the King's Chamber course is actually 47*04±oi, a coincidence far closer than 
the small uncertainties. This, if combined with the following theory, requires a 
passage slope of 26^ 26'±8'. 

The most comprehensive theory about the passage height is one which 
involves many different parts of the Pyramid, and shows them to be all 
developments of the same form. It is to the King s Chamber that we must go 
for the explanation, and we see below how that type is carried out : — 

Wide. High. 

King's Chamber, mean dimensions 206*13 235*2 or 5 X 41*22 and 47*04 
Gallery, lower part, vcrticaUy 8242 92*4 to 94*6 2x41*21 and 46*2 to 47*3 

Passages ... ... 40*6 to 42*6 46*2 to 486 40*6 to 42*6 and 46*2 to 48*6 

Ramps of gallery, vertically 193 to 20*4 2265 to 23*76 \ x 38*6 1040*8 & 45*3 to 47*5 

Here is a system based on one pattern, and uniformly carried out ; for though 
the measure is taken perpendicularly to the floor in the passages and King's 
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Chamber, and vertically in the gallery, yet as we have seen that the horizontal, 
and not the sloping, length of the gallery was designed, so here the vertical 
measure is in accordance with that. 

To delermiiie the origin of this form, the King's Chamber theories must be 
referred to. One theory, that of Ihe chamber containing 20 millions of the 
mythical Pyramid inches cubed, is cleared away by measurement at once. 
Taking the most favourable of Ihe original dimensions, i>„ at the bottom, it 
needs a height of 235*69 to make this volume, and the actual height differs half 
an inch from this, being 235'2o±"o6. The only other theory of the height of 
the walls is similar to one of the best theories of the outside of the Pyramid ; h 
asserts that taking the circuit of the N. or S. walls, that will be equal to the 
circumference of a circle whose radius is the breadth of the chamber at right 
angles to those walls, or whose diameter is the length of those walls. Now by 
the mean original dimensions of the chamber the side walls are 412-25 long, and 
the ends 20613, exactly half the amount. Taking, then, either of these as the 
basis of a diameter or radius of a circle, the wall height, if the sides arc the 
circumference of such circle, will be 235'32±' 10. and this on'y varies from the 
measured amount within the small range of the probable errors. This theory 
leaves nothing to be desired, therefore, on the score of accuracy, and its con- 
sonance with the theory of the Pyramid form, and (as wc shall see) with a 
theory of the coffer, strongly bears it out. 

But it is not tlie side wall but the end which is the prototype of the 
passages ; and so this theory would not be directly applicable to the passages. 
There are, however, some indications that it was in the designer's mind. The 
vertical section of the part of the gallery between the ramps is the same width as 
the passages, though only half their height ; hence in each direction it is just 
Ath of the side wall of tlic King's Chamber, or the breadth : its circuit " a 
diameter ; its circumference. This same notion seems to be present at the very 
entrance of the Pyramid, where the passage height is divided in half by two 
courses being put instead of one ; thus cither the upper or lower half of the 
pa.<i5age from the middle joint is Ath of the chamber side as above. The 
awkwardness of making a passage nearly twice as wide as it is high, might well 
cause the builders to adopt the end rather than the side of the King's Chamber 
as a prototype ; just marking that the passage was designed of double height by 
putting two courses ia its sides, and in the gallery making the beginning of the 
sides only rise to a single htight Thus tliis family of dimensions, which so 
frequently recur, seems to have originated. 

151. The angle of the passages has two or three different theories attached 
to it. besides Ihe rough notion that it is merely the angle at which large masses 
would just slide down the slope. As to this last idea, in the first place it docs 
not seem that any large masses ever were required to slide along it, except three 
plug-blocks in the ascending passage ; and secondly, it is decidedly over the 
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practical angle of rest on such sraooth stone, as any one will know who has done 
work on sucli a slope. 

Another theory, which is quite impossible, is that the passages were 
regulated by the divisions of the square, equal in area to the Pyramid section. 
It was supposed that the slope from the centre of the Pyramid up to the gallery 
N. wall, where that was cut by the \ of equal-area square (or by the Queen's 
passage axis), was parallel to the entrance passage ; but this gives an angle of 
27" 40'. The other theory, of a line from the Pyramid centre, up to where 
the semicircle struck by the Pyramid's height is cut by the level of tlie top of 
the equal area square, requires an angle of 26" 18' 10"; this is not the entrance 
passage angle, though it might be attributed to the gallery ; but as the equal- 
area square has Just above been seen to be impossible in its application to the 
chambers, this rather cumbrous application of it is certainly not to be thought 
of. We have also seen already that the chronological theory of the pole-star 
pointing of the entrance appears to be historically impossible. 

There then remains only the old theory of 1 rise or 2 base, or an angle of 
26" 33' 54" ; and this is far within the variations of the entrance passage angle, 
and is very close to the observed angle of the whole passage, which is 26" 3 1 ' 23" ; 
so close to it, that two or three inches on the length of 350 feet is the whole 
difference ; so this theory may at least claim to be far more accurate than any 
other theory. 

152. The subterranean chamber dimensions may be accounted for in two 
ways, thus : — 
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= 87 cubiu of 20-50 to 30-52 


Width 3i5'9io 319-6? 


Height iM-» 


^6 " w-a 


ot 1630 


= 8 .. »-37 


or ,9s ■ 





Here one theory supposes the length to be in whole numbers of cubits, 
while the other theory supposes the square of each dimension to be in round 
numbers of square cubits. This latter theory may seem very unlikely at first sight; 
but, as will be seen further on, it is applicable to all the chambers, and the only 
theory that is so applicable. This second theory fits decidedly better to the 
plan of this chamber than docs the first; but on neither theory are the heights 
satisfactorily explained, though rather the worse in the first. 

153. The most comprehensive theory of the Queen's Chamber is similar to 
the above; showing that the squares of the sides are in round numbers of square 
cubits. This type of theory was first started in connection with this chamber. 
and was only proposed as showing that the squares of the sides were multiples 
of a certain modulus squared, without its being perceived that the square 
modulus was just 20 square cubits. A beautiful corollary of this theory is that 
the squares of the diagonals, both superficial and cubic, will necessarily be also 
in round numbers of square cubits ; such a design is, in fact, the only way of 
rendering every dimension that can be taken in a chamber equally connected 
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with a unit of measure without any fractions. Taking the mean dimensions, 

and dividing them by the square roots of the corresponding numbers of square 
cubits, the cubit required by each is as follows : — 

Width . . 205 8s (max. 206-29) -t- v'''00 20-585 (max. 20'62q) 

Length . . 22647 (""in- 225'Si) -t-\/i20 206^4 (min. ■20-%%t) 

Wall height . 184.47 ^ y So 20625 

Ridge height . 2451 (min. 244-76) -}-*/i40 20-713 (min. 20686) 

Thus, though the mean dimensions do not agree very closely, yet the 
variations of each will suffice to cover their differences ; except in the case of the 
height to the roof ridge, the minimum of which is -66 too large for even the 
maximum breadth. The applicability of similar theories to other parts, and the 
absence of any more exact theory of this, gives it some amount of probability. 

Another theory is that the chamber contains ten million " Pyramid inches"; 
the contents by the mean dimensions are 10,013.600 British cubic inches, and 
this is thi short of the required quantity, or would need a change of \ inch la 
some one mean dimension. 1 

Another theory is that the circuit of the floor is i the circuits of the King** ' 
Chamber side walls, which we have lately seen to be probably formed from a 
circle struck with 10 cubits as a radius ; also the diagonal of ihe chamber end is 
claimed as a diameter of a circle equal to the floor circuit ; and the passage 
height is claimed as half of the radius of this same circle. The measures are : — I 
Mean circuit =86464 X 3=2593-92 I 2590-20 circuit of King's Ch. walls. 
Circuit -¥■ rt =275-22 275-6 minimum diagonal of end. 

Circuit -i-2 » = 1 3761 X i =68-8 1 I 665 to 69-0 passage height. 

None of these relations are close enough to be very probable, and the 
absence of a satisfactory representation of the radius or diameter of this circuit 
makes it improbable that it was intended. 

The theory- of the wall-height being A of the Pyramid base is quite beyond I 
possibility, the wall being 183-58 at even the minimum, and A of the base 
being 181-38. 

The theory of the wall height : the breadth : : breadth : King's Chamber 
height is quite possible. 184-47 ■ 20602 ." 20602 : 23ao9, so that the breadth 
required (20602), though a little over the mean, is well within the variations. 
Or it might be stated that the product of the breadth of King's and Queen's 
Chambers is equal to the product of their heights. 

The simplest theory of all is that the dimensions were all regulated b; 
numbers of cubits. 

Height of side . 183-58 to 185-0? ■(- 9 20-3981020-555. 

Breadth . . 2oS'67 to 20629 -t-io 20567 to 30*629. 

Length . 2255110227-47 -*-ii 20501 to 20*679. 

Height of ridge . 244-7610245-9 -t-rs 20-3971030*493. 



Hut by this theory the maximum height is 'g too smail to agree with the 
minimum breadth ; and in its applicability it is inferior to the theory of the 
squares first described. 

Taking next the niche, which has been abundantly theorized on, there are 
two instances claimed to show the so-called "sacred cubit " of 25 "Pyramid 
inches," or 25025 British inches. The breadth of the top of the niche is not, 
however, 25 inches, but only averages 20-3, and it is intended for a regular 
Egyptian cubit, roughly executed. The excentricity of the niche is nearer to 
the theoretical quantity, though in all parts it is too large for the theory, the 
amount being 2yig (varying 2508 to 2531) from below the apex of the roof, 
or 2529 (varying 2510 to 2544) from the middle of the wall. So here, as 
elsewhere, the supposed evidences of this cubit vanish on testing them." 

Then the niche height x 10 b- is said to be = Pyramid height. This 
coincidence is close, the niche being 183S0, and the Pyramid height being lO «■ 
X 18385, but the use of jt here is so arbitrary and unsystematic, that Uiis 
cannot rank as more than a chance coincidence. The "shelf" at the back of 
the niche, being merely a feature of its destruction, and not original, cannot 
have any connection with the original design. The niche being intentionally 
the same height as the N. and S. walls, no theory can be founded on the very 
small and fluctuating differences between them. 

1 54. In the Antechamber only two or three dimensions have been theorized 
on. The principle theory is that the length of the granite part of the floor is 
equal to the height of the E. wainscot of granite, and that the square of this length 
is equal in area to a circle, the diameter of which is the total length of this 
chamber. Now, as accurately measured by steel tape along the E. side the 
granite floor is I03'20, and the E. wainscot varies from 102*18 to 103'3) in 
height. A square of 10320 is equal in area to a circle 1 1645 diameter, and the 
length of the chamber varies from 11407 to 1170a So no very exact or 
certain coincidence can be proved from such quantities. 

But it is also claimed that there are other coincidences " not less extraor- 
dinary, connected with their absolute lengths, when measured in the standards 
and units of the Great Pyramid's scientific theory, and in no others known." 
Now since 103*2 is exactly 5 common Egyptian cubits, the negative part of 
this boast cannot be true. And on testing the positive part of the declaration 
it proves equally incorrect. For 1 16-30 x ir X "999 is 365-1, and not 362*i. the 
number of so-called "sacred cubits" in the Pyramid base. Again, 116-30x50 
is 5,815, and not 5.776, the number of inches in the Pyramid height. And also 
1032 X 50 is 5, 160, and not 5117-6, the side of a square of equal area to the half 
of the Pyramid's vertical section. Thus the flourishing dictum with which 
• There is doubtless a well-knoflfn ancient cubit of 3S'3 inches; bol that is decidedly noi tu 
short as 35*0, nor Is it found eniployed in the Great I'yramid. 
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these coincidences were published is exactly reversed ; the quantities have no 
such relations to die Pyramid, as are claimed ; and 1032 is simply a length of 
Egyptian cubits, and 1 163 possibly a derivative of that quantity. 

The only satisfactory theory of the chamber is that of the squares of the 
dimensions being even numbers of square cubits. 



Length . . 


. II6-3 (var.1141 to. 170) 


1 167 squared is 32 squan cubili. 


Upper breadth 


. 650 (var. 64-4810 6548) 


6514 .. 10 ., 


Lower „ 


var. 41-2 to 41-45. 


4i-a6 „ 4 „ » 


Height, E. wainsc 


ot 10301 (var. 102-30 to 103-36) 


103'S » as „ 


Height aver „ 


4631 (var. 45-9610 47-'4) 


46-13 . S » .. 



Thus each dimension is fairly accounted for ; though not much certainty 
can be placed on any theory of this chamber, owing to its great irregularities. 

The total length of the horizontal passages, beginning with the great 
step in the gallery, and going through to the King's Chamber, is 33CrS '• ^^ 
equals 16 cubits of 2066. The number somewhat confirms the notion of 32 
square cubits in the square of the length of the Antechamber 

About a dozen other theories on the dimensions of this chamber have been 
proposed, of more or less complexity ; but when they arc deprived of the 
support of any deep meaning in the main dimensions, tliey are not worth time 
and paper for discussion. 

The granite leaf, which has been so much theorized on, is but a rough 
piece of work; and the "boss" on it is not only the crowning point of the 
theories, but is the acme of vagueness a.s well. To seriously discuss a possible 
standard of 5 " Pyramid inches," in a thing that may be taken as anywhere 
between 4-7 and 52 inches in breadth ; or a standard inch in a thickness of 
stone varying from '94 to rio, would be a waste of time. Enough has been 
said of the character of this leaf (in describing it, section 50), and of the various 
other bosses in different parts of the Pyramid, to make a farther notice of 
the theories about it superfluous. 

1 55. The principal theory of the King's Chamber has been already stated 
in connection with the passages of which it is the prototype. There were two 
theories of the origination of its dimensions, which were each apparently very 
exact (to fuVo)' ^"t which contradicted each other, and which arc now known to 
be both false. Compared with the real dimensions these arc : — 
Maif-breadib of King's Chamber 
Length of „ „ 

The only connections traceable between the real dimensions of the Py-ramid 
outside, and tlio.sc of the King's Chamber, are merely by the intermediary of 
the common Eg>'ptian cubit used alike in laying out both of them. 

The connection of the passages with lhi.s chamber involves its wall-height ; 
but, besides this, there is the height above the irregular floor ; this Utter ia 
explained by the theory of the squares of the dimensions. 
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Width 2o6i2±i2 squared, is icxD cubits of 20'6i2±oi2 
Length 4i2'24dbi2 „ 4CXD „ 20-6i2±oo6 

Height 23009zfiS u 125 „ 20S8odboi4 

Thus this theory agrees with the facts within little more than the small 
range of the probable errors. From the squares of the main dimensions being 
thus integral numbers, it necessarily follows that the squares of all the diagonals 
are integers ; and one result, that the height is half of the diagonal of the floor, 
is very elegant, and may easily have been the origin of the height. 

The mean of the heights of the wall, and of the chamber from the floor, is 
stated to be double the length of the Antechamber ; it is actually double of 
116*36, and as the Antechamber varies from 114 to 117, it, of course, includes 
this and any quantities at all near it. 

Another theory involving the height is, that the contents of the chamber 
are 1,250 cubic " sacred cubits." As yet, every instance of this supposed 
cubit has melted away on being touched by facts, and in this instance it also 
disappears : the theory requires a height of 230'48, which is '39 over the 
truth, and far beyond the range of probable error. 

The simplest theory of the height is, that the floor was raised above the 
base of the walls a quarter of a cubit ; according to the mean of the measures 
(of which I took about 32) it is raised 511 ±12 inches, and the quarter of a 
cubit is 5*16. It is not a little singular that in this case the same theorist, 
whose unhappy inversion of facts was noted above, has again dogmatized in 
exactly the opposite direction to the truth; he writes of this 5*11, or quarter 
cubit, that it is "quite an unmeaning fraction when measured in terms of 
the profane Egyptian cubit," as it pleases him to call the only standard of 
measure really discoverable in the Great Pyramid. 

The only other theory involving the height concerns the coffer. It is 
said that the lower course of the King's Chamber surrounds a volume equal 
to 50 times that of the coffer. Now, the coffer's contents are, by different 
modes of measurement, 72,ooo±6o cubic inches, and for the first course to 
comprise 50 times this amount it must be 42'30±04 inches high ; whereas it 
is but 4r9i±'i2, or about -^ inch too small. If, however, refuge be taken in 
the inexact relation of the contents of the coffer about equalling its solid 
bulk, the mean of the two amounts requires the course-height to be 4r87, or 
close to the irregular quantity as measured. The most passable way, then, to 
put this is to say that the outside of the coffer fills ^V of the volume of the 
chamber up to the first course. 

156. The theories of the coffer itself are almost interminable, and they 
find ample room for discrepancies between them in the great irregularities 
of the working of the coffer. The various theories have so much connection 
with each other, and each have so many consequences which may be 
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geometrically traced, that it is difficult to select the best phase of each 
theory. 

The most fundamental idea is that the solid bulk of the granite is equal 
to the hollow contents : this is on the assumption that the grooves for a lid, 
and the different height of the sides, are ignored, and the vessel treated as 
having sides approximately unirorm in height and thickness in every part. The 
relative amounts by the two independent methods arc 

By offsets from planes, contents 72,030, bulk 70,500 cubic inches. Difference l.SJO 
By calipers „ 71,960 „ 70,630 „ „ „ 1,530 

The difference, then, between the amounts of contents and bulk is, on an 
average, ^ of the whole ; and, looking at this difference as applied to the 
least certain of all the dimensions — the thickness of the sides — it amounti to 'l I 
inch, a quantity very far beyond any possible errors of measurement It is 
certain, then, that there is no transcendent accuracy in this particular 

Another, and further, theory is that the volume of the sides is double 
that of the bottom ; or that the solid is divided into equal thirds, a side and 
end, another side and end, and the bottom. 

■>"">» ij.iJfd™d. "»»-«. 

By mean planes entirely 23.830 23,335 495 

By mean planes, cutting at actual cAge of bottom 23,895 23.303 592 

Bycalipercd sides 23,343 552 

The differences here average ^ of the whole ; and if the bottom were n^lccted 
altogether, and only the sides compared with the contents, there would still 
remain a difference of 500 cubic inches on the contents. 

The theory of 50 times the coffer being contained in the first course of 
the King's Chamber is already noticed above. 

The volume of the coffer has been attributed to the cube of a double 
Egyptian cubit ; but this theory would need a cubit of 20803, a value decidedly 
above what is found in accurate parts of the Pyramid workmanship. 

The volume has also been attributed to a sphere of 2j cubits (or J vCdth 
of the chamber) in diameter ; by the true contents this would need a cubit 
of 20*644, which is very close to the best determinations. 

The main tlieory of the coffer contents, tliat such a bulk of water equals in 
weight 12,500 cubic "Pyramid inches" of earth of mean densitj*, cannot be 
tested without accurate knowledge of the earth's density. As far as the best 
results go, the coffer would require the density to be S"739, and the earth's 
density is s67S±'004 (by Daily) ; this is somewhat clouded by other methods 
giving 5'3 and 65. but those other methods, on their own showing, have 
respectively but ^ and jV of the weight of Daily's result. If it were desirable 
to take a strictly weighted mean, of results of such different value, it would 
come out 5'7ii. 
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Theories of lineal dimensions of the coffer have been less brought forward. 
The principal one is the n proportion of the coffer ; the height being stated to be 
the radius of a circle equal to the circumference. Now this has a strong confir- 
mation in such a proportion existing, on 5 times the scale, in the chamber. 
There, as we have seen, a radius of 206 inches has a circumference equal to the 
circuit of the N. or S. walls at right angles to it ; and similarly the radius or 
height of the coffer, 41*2, has a circumference nearly equal to the circuit of the 
coffer. The height of the coffer is not very certain, owing to so much of the top 
having been destroyed ; but comparing its dimensions with those of the King's 
Chamber (which, as already shown, agrees to the v proportion) they stand thus : — 
Circuit of chamber side wall 1 295.1 

Radius of circuit 206*12 -=• 5= 41*224 

The length of the E. side was originally about *3 more than the length to the 
broken parts now remaining, judging by the curvatures of the N. and S. faces. 
This would make it 906 long ; and Prof. Smyth prolonging the broken parts 
by straight edges read it as 90*5. 

An old theory now revives, by having a shorter base for the Pyramid ; for 
Y^of the Pyramid base is 90*69 ; and here the maximum length appears to have 
been about 90*6, so that the theory of their connection is not at all impossible. 

The most consistent theory of the coffer, and one which is fairly applicable 
to all the dimensions, is that of the lengths squared being in even numbers of 
square fifths of the cubit, or tenths of the height squared. On the decimal divi- 
sion of the cubit, see section 139. By this theory : — 



129*16 (+*3 ? originally) N. and E. sides at base. 
127*96 S. and W. sides at base. 
41*31 (var. 41*14 to 41*50). 



90*6 (?) actual maximum. 

38 97(?) ** ,. (39-12 Smyth). 

41*14 to 41*50 actual. 
78*23 actual maximum. 
26*81 „ mean. 
34*54 „ maximum. 



Outer length squared = 480 square units, if 90*40 
Outer width „ = 90 „ „ 39* 14 

Outer height „ = 100 „ „ 41*26 

Inner length „ = 360 „ „ 78*29 

Inner width „ = 42 „ „ 26*74 

Inner height „ = 70 „ „ 34*52 

Though these multiples may seem somewhat unlikely numbers, yet they are 
simply related to one another throughout. The squares of outer and inner 
lengths are as 4 : 3 ; of outer and inner height as 10 : 7 ; of inner width and 
height as 3 : 5, &c. And in all cases the required dimensions are allowably 
within the variations of the work. This theory, though perhaps not very satis- 
factory, has at least a stronger claim than any other, when we consider the 
analogous theories of other parts of the building. 

Another theory of the coffer outside, is that its circuit is half of the cubic 
diagonal of the King's Chamber. This cubic diagonal actually is SiS'i/. and its 
half is 257*58, against 257-4 (?) for the coffer circuit. But these quantities may 
both be simply derived from one common source, the cubit ; for the cubic 
diagonal of the chamber is 25 x 20*607, and the circuit of the coffer is 12J x 
20-59. So that unless analogies can be shown elsewhere, the design might be 
simply in numbers of cubits. 
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The length, breadth, and height, have also been attributed to fractions of 
this cubic diagonal, by taking I'o of it. This theory of the height requires, 
however, 4046, and the minimum height is 4114; the bottom not being at 
all hollowed, as had been supposed. The length and breadth theory only 
amounts to an additional proposition that these are in the proportion of 7 : 3 ; 
which is quite within their actual variations. 

The outer length has aiso three other quantities connected with {t, which 
coincide far within the variations ; 



j cubic diiconil of 

QnccDi Uumba. 

8933 



Ouler \tagl\ mcui. I Cube loot of lo k i Cubic diagmul of ir 
coDlentl. insider 

8962 I 89-62 I 89-43 

and further, the diameter of 3 sphere containing lOOO X ) contents (or volume 
of bottom) is 357-85, nearly the diagonal of the Queen's Chamber, and 4 X Sg^fr 
This and the above value of the cube root of lo x contents, are connected by 
the similarity of «■ and 3' 1 25 or Vs". which often leads to coincidences in variable 
and uncertain quantities. 

A T proportion has been seen in the inside ; the circuit of the inner end 
being equal to a circle inscribed on the outer end ; or else the circuit of the two 
inner ends have their diameters at right angles to them and Joining, forming the 
inner length. The quantities are : — 



Mean circuit of 1 
inner ends I 



122-46 + ■ 



• i8-q8 I 3^^3 ''^"^ inner length, mean. 
I 38- 50 outer width, mean. 



The diagonal of the inside end of the coffer rises at 52° S'.by mean measures ■ 
and this has been compared with the angle of the Pyramid itself, 51" 52'. 

Several direct connections of the dimensions with the cubit, have been 
theorized on. The diagonal of the bottom inside is by mean measures 82-54, or 
4 cubits of 20-63, exactly the value shown by the chamber. The inner diagonal 
being thus double the outer height, is anal(^ous to the diagonal of the chamber 
being double of its height. 

It is already mentioned that the contents arc equal to a sphere of 2\ cubits 
diameter ; this implying a cubit of 20-64. B"t this length of 2i cubits (51-58 inches), 
or I the chamber breadth, maybe connected witliotherdimensionsofthe coffer thu«: 
51-58 X i = 41-26 41-31 (var. 41-14 1041-50) outer height. 
X J = 9026 89-63 (var. 89-18 to 906?) outer length. 
X f = 38-68 38-50 (var. 38-35 to 38-87) outer width. 
X S = 77'37 7^-<^ {var. 77-64 to 78-33) inner length. 
X i = 3439 ' 344^ (var. 3436 to 34*54) inner height. 
These theories comprise all that have any chance of showing intentional 
relations; others are either too diverse from the facts, or of too complex a 
nature, to have any probability. 

157. In considering the probability of these theories having been io the 
designer's mind, it is (after settling the bare question of fitting the facts) of 
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the first importance to trace any connections and general plans running through 
the design. Theories which are dissimilar from those of other parts of the 
structure, may be judged almost alone ; merely from a general sense of the 
character of the design elsewhere. But where the same motive appears in many 
different parts, each occurrence of it strongly bears out the others ; and it must 
stand or fall as a whole. It is hardly necessary to say that where there is a 
choice of two equally concordant theories, the simpler of the two is the more 
likely to be the true one ; but individual prepossession of the reader in some 
cases will have to turn the balance of his opinion. On the knotty question of 
the possible intention of two motives combined in one form, or necessarily inter- 
related, the individual feelings will hold a still stronger place ; and the proba- 
bilities of intention — like many other questions — will be believed or disbelieved, 
not so much on physical as on metaphysical grounds, and conditions of mind. 

There are three great lines of theory throughout the Pyramid, each of which 
must stand or fall as a whole ; they are scarcely contradictory, and may almost 
subsist together ; but it is desirable to point out the group of each, so as to 
judge of their likelihood of intention. These are (i) the Egyptian cubit theory ; 
(2) the v proportion, or radius and circumference theory ; (3) the theory of 
areas, squares of lengths and diagonals. Without, then, restating what has been 
already described, we will briefly recall the coincidences which support each of 
these theories. 

( I ) By the cubit theory, the — 

Outside form of Pyramid is 280 and 440 cubits, confirmed by their theory. 

Breadth of the passages are certainly in cubits. 

Lengths of passages, entrance, ascending, and antechamber, and perhaps 
Queen's and gallery, are in cubits. 

Subterranean chamber sides squared are in square cubits.\ Many of these 
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dimensions are 
also simple 
numbers of 
cubits. 



Queen's Chamber sides and height 

Antechamber sides and height 

King's Chamber sides and height 

Coffer dimensions, in and out, 
(2) To the IT theory, the — 

Outside proportion of the Pyramid exactly agrees. 

(Azimuth trench may indicate points on the v circle of the base). 

Passage sections agree, being on one type derived from King's Chamber. 

King's Chamber wall dimensions are precisely agreed. 

Coffer proportions outside, and perhaps inside, are agreed. 
By the theory of areas, the — 

Outside proportion of the Pyramid is exactly given. 

Large courses occur at proportionate levels. 

Level of King's Chamber halves the Pyramid areas. 
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Subterranean chamber sides squared give areas in square cubits. 
Queen's Chamber sides and height squared give areas in square cubits. 
Antechamber sides and height squared give areas in square cubits- 
King's Chamber sides and height squared give areas in square cubits. 
Coffer dimensions, in and out, squared give areas in square cubits. 
From this the diagonals of these parts, superficial and cubic, will, if squared, 
also give areas in square cubits. And by the theories of the diagonals also the — 
Level of the King's Chamber is where the Pyramid diagonal equals 

the base side, 
Diagonal of passage section (vertical) rises parallel to the Pyramid face 

(51- 12\ 
Diagonal of inside end of coflTcr rises parallel to the Pyramid face (s i ' 52"). 
Diagonal of inside bottom of coffer is double its height, or 4 cubits. 
Diagonal of floor of King's Chamber is double its height. 
These theoretic systems scarcely contradict one another ; and, generally speaking, 
there is nothing in most of these theories which would prevent tlieir being 
accepted as being parts of the real design. The other theories stated in the 
previous pages arc partly independent of these, and partly contradictory ; and 
they are not strengthened by a unity of design like each of the above scries. 

158. It will be well, while discussing theories, to consider how the TomUc 
theory of the Great Pyramid stands affected by the results of accurate measure- 
ment and examination. 

In the lirst place, all the other Pyramids were built for tombs ; and this at 
once throws the burden of proof upon those who claim a diflcrcnt purpose for the 
Great Pyramid. In ihc second place, the Great Pyramid contains a coffer, 
exactly like the ordinary Egyptian burial colTcrs of early times ; like them both 
in its general form, and also in having grooves for a Ud, and pin holes for 
fastening that lid on. Verj- strong evidence is tlierefore required, if we would 
establish any otiicr purpose for it than that of receiving and safe-guarding a body. 
What evidence, then, has been produced ? 

iBt. That Khufu was not buried in the Great Pyramid, according to Strabo. 
2nd. That the passages are well defined, and would lead explorers straight 

to the chambers, instead of concealing them. 
3rd, That the coffer could not be taken in with its lid, 
4th. That the coffer is unusually deep. 

5tli. That the grooves arc not dovetailed to hold a lid on (since retracted). 
6th. That no lid has ever been seen. 

7th. That in no other case is a coffer devoid of ornament or inscription. 
8th. That "in no other case are the neighbouring walls and passages of 

the Pyramid so devoid of hieratic and every other emblem." 
pth. That the upper passages are unique, and also the above-ground pUce 
of the coffer. 



I 
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loth. That the coffer is not built around to protect it, as others were. 

I ith. That the chamber has ventilating channels. 

1 2th. That the lid might be a later addition to the coffer. 

13th. That the coffer has certain cubic proportions, which show a care 
and design beyond what could be expected in any burial-coffer. 
Now, of these objections totheTombic theory, the ist, 2nd, 3rd, 7th, and 8th, 
would be equally forcible in the case of the Second Pyramid ; yet in that is a 
coffer whose lid has been finally fastened on, and which undisputedly contained 
the body of Khafra. The 4th objection is met by several cases of coffers equally 
deep, such as the splendid one of Khufu-ankh at Bulak. The 5th has been 
retracted, owing to the groove being proved to be undercut As for the 6th, it 
is plain that there are grooves, &c., for a lid ; hence whether such a lid can 
actually be found, after the various destructions, is of little consequence. The loth 
is of no value, as other coffers are not always built up, e^., that of Menkaura and 
that of Pepi. The 12th point, that the lid (or the grooves for it) might be a later 
work, is only a hope without any evidence. That the pin-holes are Egyptian 
work is certain, by their being cut with a jewelled drill, such as the Pyramid 
builders used. It is unreasonable to imagine any later king having intended that 
his body should be ignominiously tumbled up the long narrow irregular passage 
of the so-called well, which was the only pre- Arab way to the coffer ; and also 
that any later king would have altered the coffer without putting his name upon 
it. The habit of later kings was rather to smash than to utilize. The 13th point 
has been already answered by the fact that the supposed accuracy of the relations 
is by no means transcendent ; and that the workmanship is decidedly inferior 
to that of other parts of the Pyramid, and to that of Khafra's burial coffer. 

That in a building, whose design appears on good evidence to include the w 
proportion and the use of areas, some design of cubic quantities might be 
followed in the principal object of the structure, is not at all improbable. But 
any claim to even respectable accuracy and regularity in the coffer, is decidedly 
disallowed by its roughness of work. It cannot be supposed that a piece of 
granite, rough sawn, with the saw lines remaining on its faces, has any special 
significance in the waves and twists of its sides, any more than in the other faults 
of cutting, where the saw or drill have by accident run too deeply. 

The damaged remains of this theory of accurate proportions, and the fact 
of the upper passages and air-channels not being known in other Pyramids, are 
then the only evidences which are left to reverse the universal rule of Pyramids 
being tombs, and coffers being intended for coffins. 

159. The Second Pyramid has not been theorized on to any large extent 
The theories of the base length are — 

Actual mean length ... ... ... ... 8474*9±*8 

6x modulus (mod. =30 passage heights, see below) 8467-2±2'4 

2 D 
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430 cubits of 202208 ... 
700 " Greek or Egyptian " feet 
7" of arc 
The angle of the Pyramid is actually . 
33 slant height on 20 base 



8492-4 
700x1216 8512 
84945 to 8s2r8 

53° "o'±4' 

52° 41' 41" 



5 slant height, or 4 vertical height, on 3 base ... 53" 7* 48" 
Here there can be scarcely any doubt that the 3:4:5 triangle was the design for 
the slope ; and therefore any explanation of the lineal size should im'olvx 
dividing the base by 6, or height by 4. This \ of the base is the modulus above 
mentioned, and the only quantity with which it seems to have any connection is 
the perpendicular height of the passages. The entrance- passage is evidently 
intended to be of the same size as that of the Great Pyramid, which, as we have 
seen, is derived from the King's Chamber courses. Referring to the King's 
Chamber for its most accurate value, the result is 47'a40±'0l3 ; 30 times this is 
I4n'2±'4, and \ of the Second Pyramid base is I4I2'5±'I- The highest 
corner of the King's Chamber yields a mean course height of 47-o65, and thence 
a modulus of 1412*0, and \ of the shortest side of the Pyramid is 1412-0, The 
difference between these quantities, therefore, does not exceed their small 
variations ; and as there is no unlikelihood in the idea, and no other theory that 
accounts for the dimensions, this connection may well be accepted until 
disproved. Some authority is required for multiplying the passage height by 
30, but there is good reason for adopting a triple multiple, as the higher passages 
in this Pyramid are ij times the usual passage height, as already described. 
Hence the modulus is 30 times the ordinary passage height, or 20 times the 
larger passage height ; and the measured height of tlic best wrought part of the 
passage, just behind the portcullis, when x 20 is 1415-2 and 1407-6, just including 
the modulus of tlie base, which is 14125. 

160. None of the dimensions of the inside of this Pyramid have been 
hitherto explained by theory, hence there arc no rival hypotheses lo consider tn 
the following cases ; and if the ideas suggested seem too improbable, we must 
simply confess our ignorance of the design. 

Taking tlie great central chamber as the best wrought part of the inside, it 
is evident that the height of the sides is 10 cubits, being 206*4 \ ^^"^ ^^ breadth, 
IQS'S, seems inexplicable, as 9I cubits is not a Hkcly quantity. In the Great 
PyTamid we have seen that all the dimensions of the chambers arc explainable 
on the theory of the squares of the lengths being a round number of square 
cubits. Applying this theory to the Second Pyramid chamber, the 



I 



Wall height 

End height 

Breadth 

Length W. from door 
Length E 



2o6'4 squared = 100 square cubits of 20*640 

244-4 >• = >4<3 » » 20656 

'9S'8S It = 93 .. •■ 30-644 

4r2-7S ., = 400 „ „ 20-637 

144-9 .. = 50 .. . 20^493 
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The exactitude of the connection of theory and measurement here is remark- 
able ; the only perceptible difference being in the length from the W. side of the 
doorway to the E. wall. And the value of the cubit required by the dimensions, 
20*64, is extremely close to the cubit as best shown in the King's Chamber, 
20'632± 004. If any objection be made to dividing the lengths into two parts, 
it should be noted that it is certainly so divided in the chamber, by the fact 
of the length of one part, 41275, being exactly 20 cubits; the wall W. of the 
door being a double square, 10x20 cubits, equal to the floor of the King's 
Chamber. 

The design of the squares of the dimensions, direct and diagonal, being in 
round numbers of square cubits, appears then to have been employed in this 
chamber, as in those of the Great Pyramid. 

The rudely-worked lower chamber seems to have been simply designed in 
cubits. The length 411*6 being evidently 20 cubits of 20*58 ; and the breadth, 
123*4, three times the passage breadth, or 6 cubits of 20*57. The recess opposite 
the entrance to this chamber is 122*0 to 123*8 long, apparently equal to the 
chamber breadth. 

161. For the coffer of the Second Pyramid there does not appear to be any 
uniform theory, though it is so carefully wrought The outer length and width 
of it might seem as if rougly intended for 5 and 2 cubits, of 20*73 ^^^ 20*98 
respectively. But it is hard to suppose that such very different values of the 
cubit would be used in a work so finely equilateral and regular. On applying 
each of the theories of the Great Pyramid coffer to this, only two of them appear 
to have been carried out here. 
Internal length of coffer 84*73±02 | 8475±*oi ^ ^of Second Pyramid base. 

Thus the Second Pyramid being smaller than the First, and yet its coffer 
being longer, the relation to i^th of the Pyramid base is produced in the inside, 
and not on the outside, length. 

The only simple relation between the lineal dimensions of the coffer is 

Thickness of sides, 7*64±*oi | 7*62=^ of outer height 

But on applying the theory of the squares of the dimensions, some of the 

dimensions seem accounted for thus, taking ^-^ of the Pyramid base, =8*475, 

as a unit : — 

Outer length ... 103*68 (max. 103*73) 103*79 squared = 150 square units. 

Inner length, ... 8473 84*75 „ = 100 „ » 

Inner width ... 2669 (max. 26*79) 26*80 „ = 10 „ „ 

Outer height + lid, 46*34 46*42 „ = 30 » n 

This theory agrees fairly with these dimensions ; and, comparing the similar 
theory of the squares of the Great Pyramid coffer dimensions being multiples of 
square fifths of a cubit, the theory seems not improbable, though it does not 
apply to all the dimensions. 
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There do not appear to be any volumetric relations intended in this coffer, 
for though the outer volume over all is 2\ x the contents, true to t>t (or twice as 
accurate as the relations claimed by the theory of the Great Pyramid coffer), 
yet as this difference is 7 x the probable error, it renders such a design unlikely. 
Two million times the contents is equal to the volume of the Pyramid, true to 
til ; but here again the difference is against such a relation being intentional. 

It is only then by the execution of this coffer being superior to that of the 
Great Pyramid coffer, that we arc saved from being encumbered with accidental 
coincidences, which have found such a wide shelter in the irregular work of the 
coffin of Khufu. 

163. The Third Pyramid has been commonly reputed to be just Half the 
size of the Second, but accurate measures disprove this — 

Its actual base is ... ■■. 4T536±f8 

Half of the Second Pyramid base is 42374± 8 
200 cubits is ... ... ... 4126-2 

It seems most probable that it was designed to be 200 cubib: long ; for the 
length of the cubit required, 2076&. is far within the variations of the cubit of 
the Granite Chamber, and other parts inside. The first design of the P>Tamid, 
before its expansion, appears to have been a base of 100 cubits, like some of 
the small Pyramids. 

The angle of 51° o', or more likely 51° 10', may be designed by a rise of S 
on a base of 4. which would produce 51° 20' ; but the whole of this Pyramid, 
inside and outside, is so far less accurate than the two larger, that no refinement 
of work or of design need be looked for. 

The first chamber appears to be 6 x 7} cubits ; the 6 being divided by the 
passage into 3 spaces of 2 cubits each. The length is 1S.V8, or j\ x 2051 ; 
and the breadth 124-8, or 6 x 20S0, varying in its divisions between 20'4 and 
2 1 ■ I for the cubit. The most a ecu rate- looking piece of work here is the 
granite lintel of the doorway, which is wrought to 4r23 to 41'35 wide, yidding 
a cubit of 2061 to 20'67, which agrees witli the true value. 

The second chamber is divided in its length into spaces of 416*1, 41*$, and 
I02'2, in which we cannot fail to recognise 20, 2, and 5 cubits of zcxSl, W75, 
and 20'44 respectively ; and the width I32'8 being similar to IS3'S in the pre- 
vious chamber, seems to be intended for 7J cubits of 21x3. 

The Granite Chamber is from I03"2 to 1040 wide, or $ cubits of 20^ to 
20'8o ; and 2588 to 2607 long, or laj cubits of 20'70 to 20'86, the length beti^ 
thus 2\ times the breadth. 

The loculus chamber is so extremely rude that nothing certain can be 
concluded from it ; but tt seems to have been intended to be 3I x 10 eubitl^ 
and the loculi each 5 cubits in length. 

Thus it appears that in the Third Pyramid the design was merely in cren 
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numbers of cubits ; and that it had none of that refinement of the design in 
areas, which prevailed in the Great Pyramid, and partly also in the Second. 
The evident irregularity and want of attention even to mere equality, shows a 
similar decadence in its character ; so that from every point of view its 
inferiority is manifest 

163. It may be asked, Why is more value to be attached to the present 
measures of the Pyramid bases, than those of any of the various other observers ? 
Why should not a simple mean be taken, and the present and past measures be 
all lumped together ? 

This is a perfectly sound question ; and unless a difference of trust- 
worthiness can be shown to exist between the different results, a simple mean is 
the only true conclusion. But if the measurements vary in accuracy, they must 
be weighted accordingly ; and it must be remembered that the weight, or value 
assigned, increases as the square of the accuracy ; so that an observer probably 
I inch in error, has 9 times the weight of one who is probably 3 inches in error. 

But by what are we to assign weights, or to estimate the accuracy of the 
observers ? With observations that have no checks by which they can be tested, it 
is useless to depend on their professed or stated accuracy ; for, as any one knows 
who has ever used check measurements, the unexpected sources of error are often 
far larger than those known and recognised. Therefore all observers who have 
not made distinct and separate checks (by repeated measures of angles or of 
lengths) can only have some value given them, where, from their agreements 
with other checked measurements, they appear to have some likelihood of 
accuracy. 

Into this category of observers who worked without checks, or at least who 
have made no mention of them, fall four of the six measurements yet made of the 
Great Pyramid ; those of the French expedition, of Perring, of Inglis, and of the 
Royal Engineers. The only two surveys made with check observations (and 
those are abundant in both) are (i) that of Mr. Gill and Prof. Watson, in 1874 J 
and (2) that here published, which was made in 1881. 

When I reduced Mr. Gill's observations, it was on the understanding that he 
reserved the publication of them to himself; and hence I Sim not at liberty to 
give their details, but will only state how nearly they are in accordance with 
my own. 

Unfortunately, so many of the metal station marks fixed in 1874 had been 
torn up, and the stones in which they were inserted, shifted or broken, that I 
had not many points of comparison. The screw-caps of other marks were set 
tight ; and though I made inquiry at Cairo, I could not get the key which fitted 
them ; even if I had had it, it seemed doubtful if they could be unscrewed, because 
the Arabs had battered and punched the caps so much. Others of the stations 
had been but uncertainly fixed by Mr. Gill, owing to their positions, and his lack 



of time for completing the circuit of triangulation. Finally, but three stations 
are realty common to both triangulations, and fairly fixed- The result of com- 
paring these is a mean variation between the two surveys of 2" of angle, or ttiVi*' 
equal to jO inch. This is a variation such as professedly may exist in either of 
the surveys ; and there is no reason therefore for doubting the professed accu- 
racy of the surveyor 1 88 1, which results from the combination of dozens of 
check observations. Beside the agreement in angles, there is the other question 
of an absolute value for a base ; in this there is far more difference, the 1874 
measures of length yielding a result lAn longer than those of 1881. 

Turning now to the other observations, which are without checks, and 
judgingof their value by their difference from the two concordant and checked 
triangulations, the French expedition result is beyond all probability, being 33 
inches too long ; Perring's result is rather worse, being 38 inches too long ; 
Inglis's varies in its error on different sides from 10 to 29 inches too short ; but 
the Royal Engineer's results are only from 2'o shorter to 21 longer than the trian- 
gulation of i83i. There is therefore no need to consider the first three results, 
which vary from 10 to 38 inches, on one side or other of the i8gi survey; seeing 
that we have the three intrinsically best surveys (the R.E., the 1874. and the 
1 881) all agreeing within an inch or two. 

As the R.E. survey* agrees so closely with the later ones in its proportions, 
it becomes of value in determining the question of the absolute length of the 
lines, in order to decide between the 1874 and 1 881 surveys, which differ .-,\^ 
in the base. The R.E. and 1881 measurements in detail arc thus: — 

SockeU. R.E. iSSi. OiHetence. 

N. side gi27'S 91398 — aj 

E. „ 9129s 91308 -13 

S. „ 91 23 5 1 91239 -"4 

W. „ 9121-0 91J92 -I-18 

Here the mean difference in the scale of RE. from 1881 is only —% ± "6 
for the absolute length ; whereas the I S74 base differs -f 20 on the same length. 
The R E. therefore confirms the 1881 result. 

The relative advantages of the two bases of 1874 and 1881 arc as follows. 

■ I have heard, on ihe best auihority, that ihc tneihod for this survey was by Innifierring 
the socket points outwards by tfaeodnUie, and measuring alon); the quasi-level ground betwc«a 
Ihc transferred points ; thus tbe absolute tta/e value is given by four indepettdent ineuim* 

f This is slated as 9,140 ; but as the other sides ae:Tee so closely with the 1874 and iSSi 
measures, this would seem to have been measured from » dilTerent poim. Now the outer W. ede* 
of the sockci-block at the S-W. is 17'S beyond the drawn line (which really defines the socket), 
and it is tbererore aboui 9,140 ftom the S.E. comer : hence this was probably taken ai th« 
comer, and tyj must iherefbie be deducted from the R.E. measure of this side in comporiiif it 
with the other surveys. 
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The 1874 base was read from the national Egyptian standard of 4 metres, with 
great care, by microscope micrometers ; two readings were taken of each bar 
length, and the temperature bar was also read. The resulting baseof 3,300 
inches had a probable error of about "Oi inch, which was far more accurate than 
the observations of the ends of it by the theodolite. The observations were 
unhappily not reduced till five years after ; and then by an entire stranger to the 
apparatus. The 1881 base was read from a steel tape which had been accurately 
compared both with the English public standard, and with a private standard 
connected with the primary yard (see section 9). The readings of it were made to 
tJ^ inch on 100 foot lengths ; and thermometers were continually read, both on 
ground and in air ; cloudy sky, and nearly equal temperature of ground and air 
being obtained. Not only were three or four readings of each length taken in 
each set, but three entirely separate sets of measurements were made on separate 
days ; and the resulting mean value of 7,900 inches, has a probable error of only 
•03. The transferrance apparatus was very simple, and free from a chance of 
shifts or errors. The observations were all reduced by one of the observers, on 
the days when they were each made. Though therefore the instrument, and pro- 
bably the observations, were superior in 1874, yet the three independent series in 
1 88 1 — the immediate reduction of the observations — and the agreement of the R.E. 
survey — combine to render it more likely that an error of '7 inch exists by 
shift, by transferrance, or by misinterpreting the note-books, in the 1874 obser- 
vations, than that an error of 17 exists in the 1881 observations. 

There does not seem then to be any reason for not accepting the 1881 
observations as they stand, as being the most accurate survey yet obtained ; 
with the proviso that in no case is it the least likely that the true scale differs 
from it more than stjo, or that the proportional distances are j^ioj in error. 
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CHAPTER XXTI. 



A SKETCH OF THE HISTORY AND DESIGN OF THE GREAT PYRAMID. 

164. At the close of the period of the third dynasty, the hill of Gizch was 
a bare stretch of desert ground, overlooking the Nile valley. In ages long 
before this dawn of living history,* that valley had been deeply scored out in the 
great tract of limestone rocks through which It passes ; scored by the deep and 
rushing streamf which filled the whole width of It from cliff to cliff. This stream 
was fed along its course by cataracts, dashing down through gorges on either 
side of it ; and thus forming a series of cascades, which continually ate further 
back into the cliffs of tlie great river, I The present stream, meandering slowly 
in a channel washed out amid Its mud flats, and covering Us ancient limits with 
a few inches or feet of water but once a year, would seem a mere ditch if com- 
pared with its former grandeur. 

In the days when the fourth dynasty arose, these changes were long past ; 
and the valley would probably seem as familiar now to Prince Mcrhet, Scmnefer 
the architect, and the rest of the court of Khufu, as it did in the days of their 
power. Above the then growing city of Memphis rose the low hills and cliffs 
of the desert on the Libyan side ; and one of the higher parts of the edge of the 
desert, a bare wind-blown rise of hill, attracted Ihe attention of Khufu for the 
site of his great monument. It is certainly the finest site for miles on cither 
side of it ; and probably the happiness of the blessed West in contrast to the 
filthy East, and tlie nearness to tlie capital, Memphis, induced him to build here, 
even though the materials had to be brought from the higher and more com- 
manding cliffs of the eastern bank. 

It may seem strange that ihc site chosen was not rather further from the 
edge of the cliff, and tlius on a higher part of the rock. But the principle in the 
early days seems to have been to place the tomb as near to the home as possible ; 
the tomb was looked t)n with pride and satisfaction ; it was the place where a 
man would be periodically remembered and honoured by his descendants; 
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• See Climalic Chani;es, lectioD 111. t See the banks of scoured lA^ru at Beni 
X See thedifls M Muara, Tehnch.Glrsch, Thebes, &c. ; and panicuUily the gorge (OHth of 
Beni Matsan. whkh ends in high waicrfalls. wiib deep baainitcoopcd out at the feet od" ihnn. 
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was — as Aseskaf called his Pyramid— the " cool place," or " place of refreshing," 
where the body would rest in peace until revivified ; a character of the deep 
rock-hewn chambers most'pleasinp^ in such a climate. Hence we find the tombs 
clustered as thickly as possible, where they actually look on the valley at Gizeh ; 
and scattered less closely where but little of the sacred stream could be seen ; 
and similarly Khufu placed his Pyramid on a slight rise of rock, as close to the 
edge of the cliff as possible. 

To understand the purpose of the erection of the Pyramids, it should be 
observed that each has a temple on the eastern side of it Of the temples of 
the Second and Third Pyramids the ruins still remain ; and of the temple of the 
Great Pyramid, the basalt pavement and numerous blocks of granite show its 
site. That Khufu's temple is more destroyed than the others is easily accounted 
for by the causeway of it being larger and more accessible from the plain than 
are the causeways of the temples of Khafra and Menkaura ; hence it would 
naturally be the first attacked by the spoilers. When in all the tombs of the 
Pyramid age, we see that the kings are called the Great Gods (" nuter aa "), and 
had more priests than any "of the original deities, it is easy to understand the 
relationship of a sumptuous temple to each of the royal Pyramids. The worship 
of the deified king was carried on in the temple, looking toward the Pyramid 
which stood on the west of it (the " blessed West," the land of souls) ; just as 
private individuals worshipped their ancestors in the family tombs, looking 
toward the " false doors,** which are placed on the west side of the tomb, and 
which represent the entrances to the hidden sepulchres. 

165. It has always been assumed that only the finer stone, used for the 
casing and passages, was brought from the eastern cliffs, and that the bulk of 
the masonry was quarried in the neighbourhood. But no quarryings exist on 
the western side in the least adequate to yield the bulk of either of the greater 
Pyramids* ; and the limestone of the western hills is different in its character to 
that of the Pyramid masonry, which resembles the qualities usually quarried on 
the eastern shore. It seems, therefore, that the whole of the stones were 
quarried in the cliffs of Turra and Masara, and brought across to the selected 
site. 

166. The great amount of labour involved in quarrying and transporting 
such a mass of masonry as even the casing, has always been a cause of astonish- 
ment. But an expression in the traditions reported by Heiodotus,+ and a 
consideration of the internal economy of the country in the present day, seem 
to explain it In describing the transport of the stones, Herodotus expressly 

• I have repeatedly examined the edge of the desert from Abu Roash to Dahshur, and 
walked over all the district behind the Pyramids for several miles in each direction ; some very 
slight quarrying just behind the barracks at the Second Pyramid is all that I have seen, beyond 
mere tomb excavations. t See Section 120. 
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states that 100,000 men worked at one time, " each party during three months;" 
now the inundation lasts rather more than three months in the present day, and 
during that time the inhabitants are almost idle, the land U covered with water, 
the cattle are fed on dry fodder, and wander on the barren desert ; but few 
hands are needed to regulate the flow of water into the dammcd-up basins of 
the country, and the greater part of the population turn willingly to any 
employment they can get, or dream away their time in some cool shade. Here, 
then, is the explanation of the vast amount of labour extracted from a country 
of limited area. It was during the three months of the inundation that the idle 
hands were set to all the mere routine of unskilled labour ; and while the Nile 
was at its full height, rafts were busily employed in floating over the masses of 
hewn stone, from the causeways at the quarries, across the five miles width of 
waters, to the Pyramid causeway, about seven miles further down the stream. 
It is noticeable that the period of three montlis is only mentioned in connection 
with the removal of the stones, and not with the actual quarrying or building; 
on these labours probably a large staff of skilled masons were always employed, 
though they were helped on by an abundance of unskilled labour, for the heavy 
work of lifting and transport, during the three months when the general popu- 
lation was out of work, 

"J The actual course of work, Ihen. during the building of the Pyramid, would 
have been somewhat as follows :*-At the end of July, when the Nile had fairly 
risen, the le^y of 100,000 men would assemble to the work. Not more than 
eight men could well work together on an average block of stone of 40 cubic 
feet or 2\ tons ; and the levies would probably be divided into working parties 
of about that number. If, then, each of these parties brought over to average blocks 
of stone in their three months' labour — taking a fortnight to bring them down 
the causeways at the quarries, a day or two of good wind to take them across 
the stream, six weeks to carry them up the Pyramid causeway, and four weeks 
to raise them to the required place on the Pyramid —they would easily accom- 
plish their task in the three months of high Nile. They would thus be at liberty 
to return to their own occupations in the beginning of November when the land 
was again accessible. 

Of course the actual distribution of labour would be more specialized ; but 
this outline will show that such a scale of work would suffice for the complete 
building of the Great Pyramid in twenty years as stated by Herodotus," Wc 
thus see that the whole of the material, and not merely the casing, could readily 
be obtained from the eastern shore ; and that the levies need not have been 
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' The Great Pyramid contained aboul 3,300,000 stones, avera^g 50 X jo X 18 i: 
oral ton* each, irs men brouRht 10 stones, 100,000 would bring i:5/)00 Honei each* 
or the total number in less than zo jcan. 
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employed during more than the three months when alt ordinary labour was 
suspended. 

Beside these hosts of unskilled hands, there must have been a smaller body 
of masons permanently employed in quarrj'ing the stone, and in trimming it at 
the Pyramid. And it is likely that a year's supply of stone would be kept on 
hand at the Pj-ramid, on which the masons would work ; and so the three 
months' supply of labourers would put up the stones which had been trimmed 
and arranged during the nine months' previously, while other labourers were 
engaged bringing over a supply for the masons' work of the ensuing nine 
months. 

This system of employing all the unskilled labour of the country on public 
work, when the lands were inundated, private labour was impossible, and the 
Nile was in the fittest state for transport, is almost certain to have been followed 
in all the great works of tlie Egyptians ; and the peculiarity of the country may 
go far toward explaining their capacity for executing vast public works. 

What tlie number of skilled masons was we may well guess from the 
accommodation provided for them in the barracks behind the Second Pyramid 
(see section 72). These barracks were used by the workmen of Khafra ; but 
those of Khufu must have been equally numerous, and have occupied a similar 
space, if not, indeed, these identical dwellings. These barracks would hold 
3,600 or 4,coo men easily ; and as about 120,000 average blocks were required to 
be prepared every year, this would be only one block of stone prepared in a 
month by a party of four men. which would probably be the number of masons 
working together. Hence this accommodation is really more than enough ; and 
most likely a good deal of hfting and building work would be going on through* 
out the year, beside the great supply of labour during the inundation. 

Thus we see that the traditional accounts that we have of Ihe means 
employed in building the Great Pyramid, require conditions of labour-supply 
which are quite practicable in such a land, which would not be ruinous to the 
prosperity of the country, or oppressive to the people, and which would amply 
and easily sufRce for the execution of the whole work. 

167. The site being chosen, it was carefully levelled, and the lengths of the 
sides were set out with great exactitude (see section 21). How the angles were 
made square within 12" average error is dilRcult to sec; the rock rising up 
irregularly in steps inside the masonry, to some 25 feet high, would render 
accurate diagonal measurements very difficult ; unless, indeed, narrow trenches 
or passages were cut from corner to corner to measure through. 

The setting out of the orientation of the sides (sec section 93! would not be 
so difficult. If a pile of masonry some 50 feet high was built up with a vertical 
side from North to South, a plumb-line could be hung from its top. and ob.scr\-*- 
tions could be made, to find the places on the ground from which the pole-star 



was seen to transit behind the line at the elongations, tweve hours apart. The 
mean of these positions would be due South of the plumb-line, and about 
lOO feet distant from it ; on this scale 15 " of angle would be about -^ inch, and 
therefore quite perceptible. 

168. From several indications it seems that the masons planned the casing, 
and some at least of the core masonry also, course by course on the ground. 
For on all the casing, and on the core on which the casing fitted, there are lines 
drawn on the horizontal surfaces, showing where each stone was to be placed on 
those below it. If the stones were merely trimmed to fit each other as the 
building went on, there would be no need to have so carefully marked the place 
of each block in this particular way ; and it shows that they were probably 
planned and fitted together on the ground below. Another indication of very 
careful and elaborate planning on the ground is in the topmost space over the 
King's Chamber ; there the roofing-beams were numbered, and marked for the 
north or south sides; and though it might be thought that it could be of no 
consequence in what order they were placed, yet all their details were evidently 
schemed before they were delivered to the builders' hands. This care in 
arranging all the work agrees strikingly with the great employment of unskilled 
labourers during two or three months at a time, as they would then raise all the 
stones Avhich the masons had worked and stored ready for use since the preceding 
season. 

169. The means employed for raising such masses of stone is not shown to 
us in any representations. For the ordinary blocks, of a few tons each, it would 
be vcrj- feasible to employ the method of resting them on two piles of wooden 
slabs, and rocking them up alternately to one side and the other by a spar under 
the block, thus heightening the piles alternately and so raising the stone. This 
would also agree with the mysterious description of a machine made of short 
pieces of wood — a description which is difficult otherwise to rcilise. This 
metliod would also be ajiplicablc to the largest masses that we know of in the 
Pyramid, the 56 roofing-beams of the King's Chamber and the spaces above it 
These average 320 x 52 X73inches, or 700 cubic feet each ; weighing, therefore, 
54 tons, some larger, some less. No simple system but that of rocking would 
enable men to raise such a mass with only the help of crowbars ; if such a block 
was put on two supports, say 30 inches apart, only 5 tons would have to be lifted 
at once, and this would be easily done by 10 men with crowbars. Six such 
parties might raise the whole of these blocks in one year. 

170. That sheet iron was employed we know, from the fragment found by 
Howard Vysc in the masonry of the south air channel ; and tliough some doubt 
has been thrown on the piece, mercl)- from its rarity, yet the vouchers for it are 
very precise ; and it has a cast of a nummulite on the rust of it, proving it to have 
been buried for ages beside a block of nummulitic limestone, and therefore to be 
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certainly ancient. No reasonable doubt can therefore exist about its being really 
a genuine piece used by the Pyramid masons ; and probably such pieces were 
required to prevent crowbars biting into the stones, and to case the action of the 
rollers. 

The tools employed have been described in the chapter on the mechanical 
methods ; they comprised bronze saws over eight feet long, set with jewels, 
tubular drills similarly set with jewels, and circular saws. These were employed 
on the granite work, and perhaps saws of a less costly nature on the limestone 
The casing blocks were dressed by very fine picking or adzing. The system of 
using true planes smeared with ochre, for testing the work, shows with what 
nicety they examined their work, and what care was taken to ensure its accuracy 
and truth. 

The masons' waste chips were thrown away over the cliffs, on both the 
north and south of the Pyramid ; and they form banks extending about 100 
yards outwards from the original edge of the rock, and reaching from top to 
bottom of the cliffs ; taking them altogether they are probably equal in bulk to 
more than half of the Pyramid. This rubbish is all stratified at the angle of 
rest, about 40^ ; and the different qualities of it thrown away on different days 
may be clearly seen. In one part there will be a layer of large chips, up to the 
size of a hand ; a foot above that a lot of fine dust and sweepings ; above that 
perhaps more large chips, and here and there a layer of desert flints and sand, 
showing when a piece of desert ground had been cleared to get more space for 
working. Among all this rubbish are pieces of the workmen's water-jars and 
food vessels, of which I collected a hundred or more fragments, mixed with 
chips of wood, bits of charcoal, and even a piece of string, which had probably 
been used in patching up a rubbish basket All these were obtained from pits 
which had been lately made in the oldest part of the heap, close to the edge of 
the cliff, and beyond which a thickness' of some dozens of yards of waste had 
been shot out ; there is thus a certainty that these remains show us the true 
masons* waste and rubbish, as thrown away by the builders, and stretching out 
from the cliff in lines of "tip," like a modern half-finished embankment. 

By means of this bank of waste, the space around the Pyramid was largely 
increased in appearance, though it was not solid ground for building ; and the 
tops of the rubbish heaps were smoothly levelled down in the nearer parts, so that 
their junction to the rock can hardly be traced. 

171. During the course of building there was evidently a great change in 
the style of the work ; a change, however, belonging more to the builders than 
to the masons. The pavement, lower casing, and entrance passage are 
exquisitely wrought ; in fact, the means employed for placing and cementing the 
blocks of soft limestone, weighing a dozen to twenty tons each, with such hair- 
like joints (section 26) are almost inconceivable at present ; and the accuracy of 
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the levelling is marvellous (section 26). But in the higher parts, the gallery, for 
instance, is far from such excellence ; and the upper part of it is very skew and 
irregular, the ramp surface being tilted more than an inch in a width of 
20 inches. In the Antechamber the granite has never been dressed down flat, 
and defective stones are employed ; where the limestone was very bad, it was 
roughly plastered over, and many parts are strangely rough. In the King's 
Chamber the masonry is very fine, both in its accuracy of fitting and in the 
squareness and equal height of all the blocks ; but the builders were altogether 
wrong in their levels, and tilted the whole chamber over to one comer, so that 
their courses are 2\ inches higher at the N.E. than at the S.W„ a difference 
much greater than that in the whole base of the Pyramid. An error like Uiis in 
putting together such a magnificent piece of work, is astonishing, for the walls 
are composed of nearly ■^, of a mile length of granite blocks about 4 feet high, 
and probably as thick, all of which are gauged to the same height wilh an 
average variation of only .'d of an inch. As it would be difficult to suppose any 
architect allowing such errors of building, after so closely restricting the 
variations of masons' work, it strongly suggests that the granite had been 
prepared for the chamber long before it was built, and that the supervision was 
less strict as the work went on, owing to more hurr>' and less care, or owing to 
tlie death of the man who had really directed the superfine accuracy of the 
earlier work, 

IJ2. Beside these signs of carelessness, there are several points in which 
work that has been intended has never been carried out The stone was left 10 
the rough where it was liable to damage, and was to be finished off after it was 
safe from injury. Over the N. doorway of the gallery the stone is left roughly 
in excess ; and in the Queen's Chamber the vertical edge of the doorway Ls left 
wilh an excess of an inch or more, and as a guide a short bit was drafted to rfic 
true surface at the top and bottom of each stone (section 42). From these 
points wc see that not only was the u-ork hurried about the middle, but that 
some parts never received the finishing strokea 

The plan of the passages was certainly altered once, and perhaps ofteoer, 
during the course of building. The shaft, or "well," leading from the N. end 
of the gallcr}' down to the subterranean parts, was cither not contemplated 
at first, or else was forgotten in the course of building; the proof of this is 
that it has been cut through the masonry after the courses were completed. 
On examining the shaft, it is found to be irregularly tortuous through the 
masonry, and without any arrangement of the blocks to suit it ; while in more 
than one place a corner of a block may be seen left in the irregular curved 
side of the shaft, all the rest of the bkick having disappeared in cutting the 
shaft. This is a conclusive point, since it would never have been so built 
at first. A similar feature is at the mouth of the passage, iti tlie gaUoy. Here 
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the sides of the mouth are very well cut, quite as good work as the dressing 
of the gallery walls ; but on the S, side there is a vertical joint in the gallery 
side, only 5"3 inches from the mouth. Now, great care is always taken in 
the Pyramid to put large stones at a corner, and it is quite inconceivable 
that a Pyramid builder would put a mere slip 5'3 thick beside the opening 
to a passage. It evidently shows that the passage mouth was cut out after 
the building was finished in that part. It is clear, then, that the whole of 
this shaft is an additional feature to the first plan. 

Another evidence of altered plans is in the Queen's Chamber floor. This 
is not merely left in the rough core, but it has actually had another course 
of the rough core masonry built, or at least fitted, on to it; and this upper 
course has been removed, or omitted, tn order to build the chamber there. Of 
the Subterranean Chamber, all that can be said is that it is wholly unfinished, 
and hardly more than sketched out ; so that a change of plan with regard 
to that also seems proved, since it was the part first begun. 

173. Having now pointed out various mechanical considerations 00 the 
history of the building, we will consider the history of the closing of the 
Pyramid. 

There can be doubt that the entrance passage was left clear and accessible 
(sections 125-6), the door closing it on the outside against mere chance curiosity, 
but being readily swung on its pivots when regularly opened. The upper 
passages, however, were well concealed, though they had probably been 
surreptitiously entered before the Arabic forcing (section 58), 

It has often been said that the Queen's Chamber was intended to contain 
the blocks for plugging the ascending passage, until they were required to 
be let down. But there is an absolute impossibility in this theory; the 
blocks are 47"3X4i"6 in section, while the Queen's Chamber passage is but 
462 X 406, or too small in both dimensions to allow the blocks to pass. Hence 
the blocks must have stood in the gallery until they were wanted, since they 
could never be got upwards through the ascending passage, as that is but 
38'2 at the lower end, and the existing plugs are 4r6 wide above that. Neither 
could the plugs be brought up the well shaft, as that is but 2S' square ; nor out 
of the King's Chamber, as the passage is but 436 high. Now. though it is 
most likely that there never were many plug-blocks (see section 125). yet the 
existing ones land us in a further conclusion. The broken end of the upper 
block, and a chip of granite still remaining cemented to the floor of the 
passage a little above that, show that it was probably 24 inches longer than 
it is now, judging by marks on the passage. Thus the total length of plug- 
blocks would be about 203 inches, or very probably 206 inches, or 10 cubits, 
like so many lengths marked out in that passage. Now, the flat part of the 
Queen's Chamber passage floor within the gallerj.-, on which blocks might 
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be placed, is but 176 long; and the whole distance, from the N, wall of the 
gallery to the vertical cut down, is but 1994 : so in no way could 203 inches 
of blocks stand on the horizontal floor, and certainly any passage through 
the gallery door would be impossible, to say nothing of the difficulty of pushing 
such blocks along a rough floor, so as to tip them down the passage. Thus 
the plug-blocks cannot have stood in any place except on the sloping floor 
of the gallery. 

For them, then, to be slid down the passage, it was necessary that the open- 
ing to the Queen's Chamber should be completely covered with a continuouA 
floor. The traces of this floor may still be seen, in the holes for beams of | 
stone, across the passage ; and in fragments of stone and cement still sticking 
on the floor of the Queen's Chamber passage at that point. It is certain, 
then, that the Queen's Chamber was closed and concealed before the ascending 
passage was closed. 

But we are met then by an extraordinary idea, that all access to the 
King's Chamber after its completion must have been by climbing over the 
plug-blocks, as they lay in the gallery, or by walking up the raraps on 
either side of them. Yet, as the blocks cannot physically have been lying 
in any other place before they Were let down, we are shut up to this view. 

The coffer cannot have been put into the Pyramid after the King's 
Chamber was finished, as it is nearly an inch wider than the beginning of 
the ascending passage. 

The only conclusion, then, is that the coffer was placed in the King's 
Chamber before the roof was put on ; that, if Khufu was finally buried in it 
(and not in some more secret place), then tlic inner coflin, and any procession 
accompanying it, must have gone up the gallery, on the narrow>side nmps 
or benches, past the plug-blocks four feet high standing between them ; that 
before or after this the Queen's Chamber was blocked up ; then the plug-blocks 
were slid down the ascending passage; and, finally, the workmen retired by 
the well shaft down to the entrance passage, closing the way by a plug of 
stone not cemented in place, and probably removable at will (ace section 58). 
Finally, the lower mouth of the well shaft was closed, probably by a 
plugging-block not cemented in ; and then visitors of later times crawled 
in under the outer dap-door in the casing, the stone that could be "lifted 
out," and so went down to the empty and unfinished Subterranean Chamber 
in the rock. 

174. It may be an open question whether the Queen's Chamber* was not 
the sepulchre of Khnumu-Khufu (section 1 13), the co-rcgcnt of Khufu. Edrisi, in 

* These names, King's and Queen's, were fivcn by ihe Arabs, in conformity with their 
) custom of making the combs or niches for men Aai-topped, and ihose for women wiifa a i]o|iing 
gable roof. 
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his accurate and observant account of the Pyramid {1236 A.D.), mentions an 
empty vessel in the Queen's Chamber ; and that this was not a confused notion 
of the coffer now known, is proved by his saying that in the King's Chamber 
" an empty vessel is seen here similar to the former." Whether any fragments 
of a coffer remained there, among the great quantity of stone excavated from 
the floor and niche, it is almost hopeless to inquire, since that rubbish is now all 
shot away into various holes and spaces. Caviglia, however, did not find a 
coffer when clearing the chamber, but fragments might have been easily over- 
looked. 

175. When, then, was the Pyramid first violated? Probably by the same 
hands that so ruthlessly destroyed the statues and temples of Khafra, and the 
Pyramids of Abu Roash, Abu.sir, and Sakkara. That is to say, probably during 
the civil wars of the seventh to the tenth dynasties (see section 1 19), At that time 
the secret opening of the Pyramid, by which the workmen retired, would still be 
known ; and while that was the case, and before any forced openings had been 
made (section 58), the coffer was lifted up to see if any hidden passage existed 
beneath it ; then probably was its lid broken off, and the body of the great 
builder treated to the spite of his enemies. Then also may the Queen's Chamber 

—the serdab' of the Pyramid — have been forced open, and the dionte statue 
torn from its grand niche, broken up, pedestal and all, and carried out to be 
smashed to chips, and scattered on the hill opposite the Pyramid door, so that 
no one should ever restore it. This Is more of a guess than an inference ; and 
yet a guess, so far harmonious with what we know of other monuments, that it 
perhaps deserves to be used as a working hypothesis. 

In classical times we know from Strabo that the subterranean parts were 
readily accessible ; though the supposed proof adduced by Caviglia, from 1 A" 
M E R (M E joined) which he found smoked on the roof of the Subterranean 
Chamber, has nothing to do with the question ; if he had noted the graffiti 
around the entrance of tlie Pyramid, he would have found I A'^ MERCATOR 
1563 (M E joined}, which completely explains the smoked letters. 

176. With regard to the many records of inscriptions on the outside of the 
Pyramid, a few words are necessary. From the time of Herodotus down to the 
15th century-, inscriptions are continually mentioned, and their great abundance 
is described with astonishment by travellers. This has led to the supposition 
that the builders had left records inscribed on the outside, although not a letter 
is to be found on the inside. But against the possibility of this view, it must be 
remembered that no early inscriptions are found on the casing remaining at the 
Great Pyramid, nor on any of the innumerable fragments of those stones, nor on 

IIhe remaining casing of the Second Pyramid, nor on that of the Third Pyramid, 
nor on the casing of the South Pyramid of Dahshur, nor on the casing of the 
* Serdab is Ihe Arabic name for Ihe secret hollow in tombs in which the statue was placed. 
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Pyramid of Medum, nor on occasional blocks uncovered at the Sakkara Pyramids. 
In fact, not a single example of hieroglyphs has ever been seen on any casing, 
nor on any fragments of casing. The truth then about these numberless* in- 
scriptions appears to be that they were all travellers" graffiti. Strabo says that 
the characters were like old Greek, but were not readable ; this points to 
Phcenician or Cypriote graffiti. The accounts of the inscriptions given by the 
Arabs also show that they were mere graffiti; Abu Masher Jafcr (before 886 
A.D,) mentions Mosannad ((>., Himyaritic) letters ; Ibn Khordadbeh (lotli cent) 
also mentions Musnad letters; Masudi (nth cent.) describes them as being in 
x'arious different languages ; Ibr Haukal (i ith cent) says they were in Greek ; 
Abu Mothaffer {alias Sibt Al Jauzi, died 1250 a.d.) gives the fullest account. 
mentioning seven sorts of writing: (i) Greek, (2) Arabic, (3) Syriac. (4)1 
Musnadic, (5) Himyaritic (or Hiritic or Hebrew in different MSS.), (6) Rumlj 
(7) Persian. William of Balden&cl (1336 A.D,) mentions Latin; and CyriacuM 
{1440 A.D.) mentions Phcenician. Whether these travellers all understood 
exactly what they were talking about may be doubted ; but at least none of 
them describe hieroglyphs, such as they must have been familiar ii-itli on all the 
tombs and other monuments ; and they agree in the great diversity of the 
languages inscribed. The earlier travellers also do not describe such a grcai 
number of inscriptions as do the Arabic writers ; suggesting that the greater 
part recorded in later times were due to Roman and Coptic graffiti. 

Now among the hundreds of pieces of casing stones that I have looked over, 
very few traces of inscription were to be seen ; this was, however, to be expected, 
considering that the pieces nearly all belonged to the upper casing stones, out 
of the reach of mere travellers. Three examples of single letters were found, 
two Greek and one unknown : and on the W. side, in one of the cxcavationit. a 
piece was discovered bearing three graffiti, one lai^e one attracting lesser scril 
blcrs, as in modern times. The earliest inscription was probably of Ptolemy X, 

showing portions of tlie letters HT CtuT ; the next 

Romano-Greek of a certain MAPKIOC K ; and over that an Arab had 

roughly hammered in m aj...... This is the only example of continuous 

inscriptions yet found, and it belonged to one of the lowest courses: it is now 
in the Uulak Museum. Thus, all the fragments and the descriptions point to 
the existence of a large body of graffiti, but do not give any evidence of original 
hieroglyphic inscriptions. 

When one considers the large number of graffiti which are to be seen on 
every ancient building of importance, it seems almost impossible but that the 
Great Pyramid — one of the most renowned and visittrd of all — should not have 
been similarly covered with ancient scribbles, like the host of modem names 
which have been put upon it since the casing was removed.* The statues of 
* Dncribed and figured in " ArchseoloBical JourDal." 1883. 
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Kamessu 11., at Abu Simbel, bear quantities of Greek graffiti, in fact, some of the 
earliest Greek inscriptions known, besides Phoenician and Roman ; the top 
of the temple of Khonsu at Karnak is crowded with the outlines of visitors' feet, 
with their names and particulars appended, in hieroglyphic, demotic, and Greek ; 
the inscriptions on the colossi of Amenhotep III. (" the Memnons ") at Thebes, 
and on the Sphinx at Gizeh are well known ; the long scribbles in demotic on 
the temple walls at Thebes have lately been examined ; the corridors of Abydos 
bear early Greek graffiti ; the passage of the S. Pyramid of Dahshur has two 
hieroglyphic graffiti, besides Greek ; and there is scarcely any monument o( 
importance in Egypt but what shows the scribbling propensities of mankind ; be 
they Egyptians, Phoenicians, Greeks, Romans, or the worst sinners of modern 
times, Hellenes and Americans. 

177. The history of the destruction of the Pyramids really begins with the 
Arabs. They first, under Khalif Mamun, forced the great hole through the 
masonry, from the outside to the part commonly called Mamun's Hole, at the 
beginning of the ascending passage. Had it not been for their shaking of the 
masonry, which let fall the stone that concealed the plug-blocks, perhaps the 
upper chambers would have remained yet unknown. Hearing the stone drop, 
they turned aside their southward progress, and burrowing some twenty feet 
eastwards they broke into the entrance passage, and found the fallen stone ; 
here they saw that it had covered the beginning of another passage, and so they 
forced out of their hole a continuation southward and upward to get behind the 
granite plug; finding they only hit the side of the plug-blocks, they tracked 
along them in the softer limestone, until they reached the upper end, and then 
they rushed freely up the hitherto unused passage. Probably they found the 
plug at the top of the well not replaced, after the earlier destroyers ; and so got 
down the well and forced out its lower closing, which must have been in position 
for the Greeks and Romans not to have been aware of the passage. Such, from 
the statements of historians, and the details of the place, seems to have been the 
history of the attack on the interior of the Great Pyramid. 

After the time of Mamun the exterior was used as a quarry ; the casing 
was apparently stripped off by Sultan Hasan for his mosque in 1356, since he is 
said to have brought the stone hence, and William of Baldensel* in 1336 men- 
tions both tlie large Pyramids as being " de maximis lapidibus et politis," It 
was also Hasan, or a near successor of hia, who stripped the Second Pyramid ; 
as I found a coin of his deep down in the S.E. foundation. The top was not 
much denuded in the 17th century; Lambert (Trois Relations de IVEgypte) in 
1630 mentions 12 stones as forming the top of the core, and says that the plat- 
form was 20 spans wide ; by his span measures of the coffer, this would be 230 
inches ; among these 1 2 stones was " une qui surpassc en lai^ueur et longeur la 
' Caiiisius, " Thesaurus Monumenium," iv. u;. 
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croyance des hommes." Greaves in 1638 found 9 stones, and reports two as mUs- 
ing. Thevenot in 1667 reports \2 stones ; but as he understood Arabic well h<i 
probably accepted a statement of what had been there thirty years before. 
Other stones of the top and edges of the core were thrown down at inlcrvais, 
until the beginning of the present century, as is evident from the weathering 
marks, and the dates of the graffiti. 1 

178. Having now sketched out its history, it is desirable not to close this ac- ■ 
count of the Great Pyramid, without summing up those theories of its design which \ 
seem most likely, and which are cor>sistent one with the other. In the following 
sketch, then, no theory will be mentioned which is not well within the facts of the 
case, and no dimensions will tie required to do double duty for two theories 
which do not coincide. It is possible that some parts may have been made 
intentionally varying in size, in order to include two different relations to other 
parts ; but such is scarcely provable ; and in a general statement like the fol- 
lowing, it is better to omit some things that may be true, than it is to include 
a number of dubious theories which are not supported by a system of coin- 
cidences in different parts of the structure. And if some judge that this summ&ry 
includes too much, and others think that it states too little, it must be remem- 
bered that the whole of the materials for forming an opinion are impartially 
provided in the previous chapters of this work. 

For the whole form the «■ proportion (height is the radius of a circle = 
circumference of Pyramid) has been very generally accepted of late years, and is 
a relation strongly confirmed by the presence of the numbers 7 and 23 in the 
number of cubits in height and base respectively 17:22 being one of the best 
known approximations to sr. With these numbers (or some slight fractional 
correction on the 22) the designer adopted 7 of a length of 20 double cubits for 
the height ; and 22 of this length for the half-circuit. The profile used for the 
work being thus 14 rise on 1 1 base. 

The form and size being thus fixed, the floor of the main chamber of the 
building — the King's Chamber — was placed at the level where the vertical 
section of the Pyramid was halved, where the area of the horizontal section was 
half that of the base, where the diagonal from comer to comer was equal to the 
length of the base, and where the width of the face u'as equal to half the dia^otul 
of the base,* 

The Queen's Chamber was placed at half this height above the base; and 
exactly in the middle of the Pyramid from N. to S. 

* The employment of square measure, which appears lo furnish ihe beat sotutian of th« ] 
Pyrunid design, is singularly parallel lo the use of squate measure meniianed in the " Sulvom*! 
iTu;" from thote writings it appears thai Hindu jfeometry in its origin sprung from the teUgiou* I 
ideas of the building of Altars, differing in form but equal in gtr«a. (See Prof. TbibAUl i 
Second " Intcntational Congress of Orientalists.") 
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Beside the level of the King's Chamber signalizing where the area was a 
simple fraction of ^ of the base area, thicker courses were perhaps intentionally 
introduced where the area of the course was a multiple of ^ the base area : this 
system accounts for nearly ail the curious examples of a thick course being 
suddenly brought in, with a series above it gradually diminishing until another 
thick course occurs. 

The angle of slope of the entrance passage is I rise on 2 base ; and the 
other passages are near the same angle, probably modified in order to bring 
the chambers to the required levels. 

The length of the entrance passage, the ascending passage, the antecham- 
ber passages, and perhaps tlie Queen's Chamber passage, are all in round numbers 
of cubits ; while the gallery length (horizontal) is equal to the vertical height of 
its end above the base, which is determined by the King's Chamber being at the 
level of half the Pyramid area. 

The height and width of the passages, gallery, and ramps are all determined 
by the form of the end of the King's Chamber, of which the passages are J, the 
gallery j and the ramps ji, the size in each direction. 

The King's Chamber walls are determined by the same ir proportion which 
rules the exterior of the Pyramid ; the circuit of the side of the chamber 
being equal to a circle described by its width as a radius ; and further, the 
length of the side of the chamber is equal to diameter of its circuit. Thus the 
circuit of the side has its radius at right angles across the chamber, and its 
diameter the length of the side along the chamber. 

But the floor of the chamber is raised above the base of the walls ; a pecu- 
liar arrangement for which some reason must have existed. It gives in fact two 
heights ; the wall height we have just seen is required for the jt proportion ; and 
the actual height from the floor agrees to another system, which is found to run 
throughout all the chambers. After the attention shown to square measure in 
the various levels of the Pyramid, it is not surprising to find something of the 
same kind in the chambers, Though the idea of making the squares of the 
lineal dimensions of a chamber to be integral areas, may seem peculiar, yet the 
beauty of thus making all the diagonals of a chamber to be on one uniform 
system with its direct dimensions, would be i>erhaps a sufficient inducement to 
lead the builders to its adoption. Practically it is the only consistent and 
uniform theory which is applicable to all the chambers and coffer, and even to 
the Second Pyramid chamber. By this theory, then, the squares of the dimen- 
sions of the King's Chamber, the Queen's Chamber, the Antechamber, and the 
Subterranean Chamber, are all even numbers of square cubits, and nearly all 
multiples of ro. From this it necessarily follows that the squares of all the 
diagonals of the sides of these chambers, and their cubic diagonals, are likewise 
multiples of 10 square cubits; and the King's and Queen's Chambers are so 
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arranged that the cubic diagonals are in even hundreds of square cubits, or mul- 
tiples of 10 cubits squared. 

For the coffer it it hard to say what theory is most likely ; its irregularities 
of form and faults of cutting, are such that many theories are included in its 
variations ; and certainly no theory of very great complexity or retinemcat, can 
be expected. Taking most of its dimensions at their maximum, they agree 
closely with the same theory as that which is applicable to the chambers ; for 
when squared they are all even multiples of a square Bfth of a cubit. That 
the cubit was divided decimally in the fourth dynasty we know (see section 139); 
and as this theory is also the only one applicable to all the chambers, 
there is very strong ground for adopting it here. There is no other 
theory applicable to every lineal dimension of the coffer ; but having found 
the IT proportion in the form of the Pyramid, and in the King's Chamber, 
there is some ground for supposing that It was intended also in the coffer, on just 
1th the scale of the chamber ; the difference between the requirements of this 
theory and that of the squares is only -^. Consistently also with the above 
theories, the outer length at an extreme maximum, may have been ^ of the 
length of the Pyramid base ; and as the inner length of the Second Pyramid 
coffer has the same relation to its Pyramid, this is rendered the more likely. 
■ Finally, it is not impossible that some rough relation of the cubic bulk and 
contents may have been aimed at, along with the foregoing designs ; and the 
lineal dimensions required above, being nearly all maximum dimensions oftbe 
actual coffer, renders it more likely that some other object was in view. lo any 
case the cubic relations were not very exactly attained, and it would have been 
impossible to run them closer by merely sawing the granite, somewhat skew, 
somewhat curved, and somewhat too deeply, without any adjustment afterwards 
by polishing. The design of a coffer which should include more than one idea, 
would not be unlikely in the Great Pyramid ; tliat structure being so remarkable 
for the care and precision shown in the arrangement of its chambers, and particu- 
larly for the accuracy of the chamber in which the coffer is enshrined. 

Such is the outline of what may be considered the tolerably safe theories of 
the origination of the Great Pyramid ; others may by some further discovery 
be shown to have been intended, but most of these will probably bear the 
test of time, and certainly bear the test of exact measurement. 
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APPENDIX I. 

ON THE ARRANGEMENT OF A TRIANGULATION. 

179. In arranging the course of a triangulation, for a survey in which the 
distances are short, many questions require to be considered, which never arise 
in ordinary cases of delicate observing. The lineal errors of centreing the 
instrument and signals become in many, perhaps most, instances as great as the 
angular errors of the observations. And further, as some of the stations are 
merely needed in the course of the triangulating, while others are required to 
permanently fix certain ancient points, the different character of the classes of 
the stations have, therefore, to be taken into consideration. 

Of course, in every survey, the number of observations is limited ; and the 
question therefore arises how to distribute the observations so as to obtain the 
most accurate results. As a general rule, if there be a number of equally 
determined stations around a point which has to be fixed, it will be best to 
distribute the observations to and from it, equally among all the stations, as thus 
their individual errors of position will be neutralized and not transmitted. But, 
if among the stations around the point, some are much better fixed than others, 
it will be best to take more observations to and from those superior stations. 

Hence it is concluded that every station must have a certain weight of 
observations (or accuracy) assigned to it, to be aimed at ; and a suitable number 
of observations to — and from — it ; giving it, of course, a greater number of 
observations if the conditions are bad, as when there is a want of good cross- 
bearing in the directions of the observations. 

180. Having, then, a given weight of accuracy, and a corresponding number 
of observations, assigned to each station, how should this be distributed ? In 
considering this it must be remembered that shifting the instrument and signals 
takes time equivalent to a certain number of observations ; hence it is desirable 
to limit the number of instrumental stations, or /r^;«-stations ; and make some 
to be only /^-stations, on which signals are observed. Again the time of putting 
up observing signals (or testing the adjustment of them) over the stations, is 
equal to making several observations ; hence only those stations really required 
should be observed to^ 



The distinction should also be kept in mind, between (i) stations re^uir^d- 
for-t!iemsek'es,Xo fix points needed in the plan; and {2) %X^3.\\on% re^utrtd-far- 
others, to complete triangles, carry forward triangulation, Sic, but which are of 
no further value when the results arc obtained. If stations arc only rcquircd- 
for-th em selves, observations to them are sufficient, and save time in moving the 
instrument : beside this, observing from a station requites extra observations ; 
a point may be fixed by two observations to it, as there are two unknouro 
quantities ; whereas it needs three observations from it, as there are three 
unknowns — the two co-ordinates and the zero of azimuth of the circle. But, on 
the other hand, if a station is required-for-others, observations from the station 
are best, as thus the rotational stiffness of the azimuth of the instrument is 
increased. 

Another con .side rat ion is that if the distances are short, and lineal errore of 
centreings are greater than angular errors of instrument, all stations should be 
observed ftom as much as possible, so as to increase the number of centreings, 
and diminish their uncertainties; on the other hand, in long distances, obser- 
vations to are the best, as more can be obtained from a smaller number of 
stations in a fixed time. 

In actually arranging, then, the distribution of observations, after assigning 
the number proportionate to the accuracy required at each station, the con- 
siderations arc: — (i) Whether the station is required -for-itself, or rcquircd-for- 
others ; (2) whether the station may be onlya to station, and not ifrom station ; 
i.e., whether the observations to the signal upon it will suffice, without placing the 
theodolite upon it ; and (3) the distance of the stations apart, and the consequent 
relation of angular to lineal errors between them. Keeping these considerations 
in view, the number of observations to be taken from each point to each other 
point is to be allotted, and entered in a table of cross-columns; and then the 
field book is to be prepared, reading in accordance with this system of distribu6on. 

181. Beside the distribution of the observations, the order of them is most 
important Reference to one station at intervals, in order to detect any shifting 
of the instrument, is but a poor check, as the ejioch of any rotational shift 
cannot be precisely defined. Observations should be broken into small groups, 
so that there shall be immediate repetitions of allied stations : «ncc any 
undetected shift will be far more important between the azimuths of two stations 
close together, than if between those far ajiart. Supposing, then, the stations 
A. B. C. near together, K, L. M. another set, and R, S, T, another set, the 
obscr\-ation3 to these stations should be distributed thus :— A, B. C ; A, K, B, C ; 
A. K, L, B, C : K, L, B, C ; K, L, M, B ; K. L. M. R ; L, M. R, S ; M, R, S. T ; 
R, S, T. Now if a shift is suspected at any point, the values of the azimuths to 
each station arc divided into two groups, one before and the other after that 
epoch ; and the mean value of each group is taken, with its probable error. 
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Then if there be a constant difference! between the first and second groups, in 
each of the azimuths, which is well beyond the range of the probable errors, the 
shift may be taken as proved ; or at least as having a certain and calculable 
probability of its truth. As examples, the following were the shifts detected 
and eliminated in the course of the 700 observations of the whole triangulation 
(or a shift on an average at each 80 observations), with the probable errors of 
each shift; r9"if4" ; 2-4"=t2"; 3-6"=f4" ; 3'8"±'S"; 4'2"it4" ; 4'6"±7" J 
6*o"it I'S" ; 9'2"it'2" ; ii*o"it I'o". Thus the shifts are on an average over 10 
times the extent of their probable errors, showing a probability of their reality, 
which would run to 12 places of figures. The first reduction applied was always 
a search for shifts in the series of azimuths, by tabulating all the observations ; 
and from one cause or other — cheating of the instrument, vibration by the wind, 
accidental touches in handling, &c. — these shifts thus occur to a perceptible 
amount once on an average of 80 observations. If the observations are treated 
in the usual way, without eliminating shifts, either they will be vitiated to some 
extent, or else if the shift be large, they would be lost altogether by the rejection 
of the whole of a set of observations as " inaccurate." 

From the various considerations above mentioned, the distribution and 
order of the observations were arranged, and then entered in blank form in the 
field book ; thus in field work the order of the stations as entered had simply to 
be followed, and the observations filled in as they were made. Such an arrange- 
ment may perhaps be set down as too complex for " practical " men ; but a 
couple of days spent in planning out the work may easily double the value of a 
month's surveying, and so save a great amount of time on the whole. 

Of course, the physical features of the ground generally modify the arrange- 
ments to some extent ; as, for instance, if a station is much below the range of 
sight, the observations then require to be nearly all taken from it, since one very 
accurate centreing of the theodolite, by cross-transiting with an auxiliary 
theodolite, would suffice, instead of occupying time by setting up a signal with 
similar accuracy on several different days. In many other ways the irregularity 
of the field alters the arrangement of the observations, though the distribution of 
accuracy allotted to each remains unchanged. 
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APPENDIX 11. 
THE REJECTION OF DIiaCORDANT OBSERVATIONS. 

182. This subject has been so warmly argued, and is at the same ' 
looked on with so much disfavour by some workers, that it may seem pre- 
sumptuous to discuss it in brief here. But some common-sense considcratioos 
seem to have been overlooked, while results were being deduced by more 
elaborate methods. And, as Airy says, " The calculus (of probabilities) is, after 
ail, a mere tool, by which the decisions of the mind are worked out with accuracy, 
but which must be directed by the mind."* 

In the first place, errors are of two classes: (i) Continual, i^., present ta 
every observation of a series ; and (2) Occasional, />., only present in a few 
observations. Both these classes presumably, from theory and experience, 
follow the law of the distribution of error, well known as the Probabilit>- 
Curve. 

But, further, to take the continual errors first: this curve of the continual 
errors is in reality a curve of the sums of the errors due to various independent 
causes ; for instance, the probable error of judgment in reading a circle might 
be s" ; of judgment in bisecting the object, another "S" ; of judgment in placing 
the signal, ='3' ; of judgment in placing the theodolite, =*2" ; of flickering of 
the air, "6" ; making a probable error on the complete observation equal to 
v''('5'-l-'S'-t-'3' + *2' + '6')=i*o", without reckoning various unobserved sources of 
error. And as all these sources of error are always present for certain in every 
obsenation (only varying in amount), it is plain that it is impossible that they 
should give rise to discordant observations, in the proper sense of the term, as 
meaning beyond the normal distribution of the Probability Curve. 

But the occasional errors are those which need no\. occur, and which, occurinf 
but seldom, may be to a large extent eliminated from the observations. They 
doubtless follow the same law of probability as the continual errors ; but owing to 
thar rarity, and the many causes of diflerent extents and different varieties 
which give rise to them, their regular distribution is not seen. Among these 

• " Error* of ObMrvaiion," ind edition, p. 106, 
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causes are (i) absolute mistakes in reading, generally integral amounts, but 
sometimes of complements ; (2) mistakes in identifying the signal, and mistakes 
due to irregular background and illumination of it ; (3) instrumental defects of 
accidental character, bruises, expansions, &c. ; (4) shifting of the instrument, or 
of the clamping ; (5) constant lateral refraction in one line of sight, due to a 
column of heated air from a black stone, a wall face, &c. There is no place for 
these occasional errors in the usual classification, except with the continual errors 
before mentioned. 

183. Now the recognition of the difference between these two classes of 
error will clear away a confusion which has arisen ; one writer claiming that 
discordant observations should be rejected, while another says that errors of 
extraordinary extent are recognised by theory as possible, and therefore should 
never be rejected. In reality, both views are right ; for though discordant 
observations should be rejected, if due to occasional errors, yet in continual 
errors any extent of error has some small amount of probability, decreasing 
with a diminution of the number of observations. 

How, then, are occasional errors to be detected ? Solely by the application 
of the law of distribution of errors. We have no other guide. If among 
observations varying only a few seconds, one occurs differing by many minutes 
or degrees from all the others, no computer could be found to include it in a 
general mean ; and yet it is rejected solely on account of its improbability, 
notwithstanding that extraordinary errors are recognised by theory as possible. 
What theory does not recognise, is an erratic distribution of errors ; and it is pre- 
cisely that which makes a computer throw out such a case as the above, by intuition. 

But the occasional errors, as I have said, most likely follow the law of 
probability, because in all cases in which a smaller error is more likely than a 
larger (as in all the causes of occasional error noted above), it is plain that the 
distribution will be like that due to continual errors. The real distinction 
between the two classes being that (practically) only a small portion of the 
observations are affected by occasional errors, and the greater part are absolutely 
free from them. 

If, then, the occasional errors follow the law of probability, they will (as 
being generally of much larger amount than the continual errors) be distributed 
over the whole range of continual errors, and far beyond that as well But we 
can only eliminate the affected observations when they lie beyond the range of 
continual errors ; and we cannot reject them when they lie within those limits. 
Hence, as they are more evenly and widely distributed than the continual errors 
(their Probability Curve being much wider), they will, on the whole, raise the 
probable error and its functions, which are deduced from the observations, even 
after the apparently discordant observations are omitted ; in fact, they broaden 
the Probability Curve of the whole. Hence the true probable error of the 
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continual errors alone is really less than it appears, even after so-called 
discordances are removed ; and it is therefore proper to reject observations as 
being discordant to the full extent of this criterion, and not to save any cases 
that are near the boundary of acceptance. 

184. Weshould note parenthetically in this section, a system which has been 
strongly advocated for the treatment of observations. This is by weighting 
them according to their distance from the simple mean of them all ; and then 
employing the mean thus found as a fresh starting point for weighting, and so 
on ad infinitum, until a practically stable result is reached. This is so clearly 
fallacious when worked, that it is strange that it was ever proposed. The 
impossibility which it involves is seen thus : — Any increase of weight of one 
observation over another, dependent upon its distance from the mean, must 
result in displacing the calculated probable error and all its functions in the 
curve of distribution of the set of observations in question, bringing the probable 
error much nearer to the centre ; this is at once a denial of the truth of the law 
of probabilities, and a contradiction of terms which it is useless to disctiss 
further. 

Beside this, the practical result of weighting observations inversely as their 
distances from the mean, is that if the number of observations be even, the mean 
is eventually thrown in aposition anywhere between the two central observations ; 
as its position is indiflcrt-nt, provided it only have any equal number of 
observations on each side of it. Or, if the number is odd, the final mean is 
immovably fixed to the central observation. If othenvise the weighting is 
inversely according to jy«(T« of the distance of the observation from the mean, 
the successive means are attracted more and more to whatever observation is 
nearest to the first mean, and the final result sticks to this obser\-ation ; like s 
south pole of a magnet, which has taken its choice of a lot of north poles. Thus^ 
both in theory and practice, the idea of any weighting dependent on the distaace 
from a mean is inadmiesiblc. 

185. The best practical way of applying the law of probabilities to a group 
of observations, for the cUmatiou of the occasional errors, will now be considered. 
A usual method is to extract the probable error, and thi;n (knowing the number 
of observations) to find from a table what multiple of the probable error the 
largest variation should be, and reject all bcj-ond that. Of course, this process 
requires repeating until constant results are obtained, as the first probable error 
is increased by the discordant observations which arc afterwards rejected. Tbe 
defect of this method is (hat as tlie distribution of the most divergent 
obscrvaticne is very irregular, owing to their rarity, it is therefore not 
suitable to r^ard tbeir extent, so much as their number in relation to the 
whole. 

On looking at the Probability Curve, it is seen that the point in which its 
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range is best defined (/>., in the direction of the magnitude of errors) is, of 
course, at the point of maximum inclination. And this point is identical 
practically (if not also theoretically) with the square root of the sum of the 
squares of the differences, divided by the \ number of observations, i>., the 
" error of mean square " below. 

As the various functions have received rather different names, it will be 
as well to state them here, to avoid confusion. A, refers to Airy in " Errors of 
Observations ; " D, to De Morgan in " Essay on Probabilities ; " and M, to 
Merriman,in "Method of Least Squares." The notation adopted is Sz/=sum of 
differences from mean ; Sz^=sum of squares of differences ; «= number of 
observations. 



" Probable Error*' " Mean Error." A. " Error of mean square.*' A. 
of A. • D. M. " 2 X mean risk. " D. " Mean Error. " M. 

"Average Error." D. 
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2^0967 1 7 X probable error. 
1*772454 X mean difference. 
I *4 142 1 3 X error mean square. 
I 000000 X modulus. 

These formulae of course refer to the functions for a single observation, and 
must be-5-^/« to obtain the functions for the fnean of a series. 

The maximum inclination of the curve being, then, at the error of mean 
square, the most accurate method of testing observations is to extract this error of 
mean square from them by the formula ; and then (by the tables of the Probability 
Curve) '682 of the number of observations, or a little over i of all, should have 
their differences from the mean less than this amount. Or it is nearly as satisfactory 
to take the simple average of the differences, and then (by the tables) '575 of 
the observations, or | of all, should differ from the mean less than this function, 
If on testing the observation thus, by either method, it is found that more than 
the due proportion of all are within the limit stated, it shows that the limit is 
too wide ; and hence that the most divergent observations should be rejected, 
and a fresh limit computed from the remainder, until the proper proportion of 
all the observations is within the limit of the function calculated. This system 
of weeding may thus be done by using any function of the curve; but the error 
of mean square is the most accurate in results, occurring at maximum inclination ; 
and the average error is the most easy to work. 

• The values of probable error stated in Air/s " Errors of Observation," pp. 23, 24, are 
all slightly wrong ; this is owing to simply proportioning from a table, for the relation of 
probable error to modulus, instead of properly interpolating. The above values are by strict 
interpolation, and agree with De Morgan. 
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i86. To take a practical example, the following are the angular difTcrences 
between the observations and the mean stations, on distances between to,aoo 
and 20,000 inches, in the survey around the Great Pyramid. The limits of 
distance are necessary, as the relation of lineal to angular error is otherwise too 
variable, and so affects the character of the distribution ; the difTcrences 
requiring treating in groups according to the distances involved. The following 
is the largest group, and thus best exhibits the method of weeding, 
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Here all the earlier diflercnces arc certainly within the range of continuous 
errors, and it is not until within the last 8 observations that there is any need 
to search for the limit of rejection. Accordingly, the sum of the squares is 
only taken after each of the last 8 observations ; »>., each horizontal line of 
figures of "Working" and "Result" shows what the result would be if all 
the observations below that line were cut off and ignored. \Vc sec, on looking 
to the last two columns, what the results aret that up to within four observations 
from the end. the theoretical (or norma!) and the actual number of observations, 
within the limit of " error of mean square," arc closely in accordance ; the actual 
being rather too few in the first two, shows that some regular or continue us 
observations have been cut off. Then, after that, the actual and normal numbers 
agree within less than one number on three successive lines showing that the 
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limit of continuous observations is nearly readied. After this point, if any 
more observations are included, the limit rapidly becomes too large, and 
includes too many observations in the actual series. For instance, including 
all the observations, the error of mean square is y^o", and looking in the 
series of differences in the column of " Data," it is seen that 28 of the differences 
are less than that amount ; whereas rather fewer than 24 differences should 
exceed it by the regular law of errors (i>., -682 of the total number of 35 
differences), and this proves that the limit given by the mean square is unduly ' 
increased by reason of including some discordant observations, affected by 
occasional errors. 

Thus in the above example we see that 4 out of 35 observations are affected 
by occasional errors, and are detected by their lying beyond the range of the 
distribution of continual errors. These four are accordingly to be rejected, as 
being influenced by some of the various occasional causes of error indicated 
before ; and as nearly all of the quantities to which these differences belong, are 
the mean of several observations repeated at intervals, it shows that the causes 
are probably those not affected by the instrument or observer, but arising 
from local conditions of refraction, deceptive view of signal, &c. In the whole 
of the mean observations, on 108 sides of triangles around the Great Pyramid, 
only 9 are rejected by the above criterion, as being vitiated by occasional errors, 
1S7. A difficulty which has been raised against the universal application 
of the law of distribution of errors (or Probability Curve) is that + and — 
errors cannot be equally likely in certain cases. This may possibly be true 
in some peculiarly conditioned cases of physical impossibility; but the objection 
was applied to a class of cases which really present no such difiicuhy. The 
type which has been discussed is that of guessing the area of a field ; the 
truth being, say, 3 acres, it was objected that a man might guess 4 or 6, but , 
could not guess o or — 2. But this difficulty is due to a wrong statement 
of probable error. It is true that in genera!, for convenience (and the probable 
error being but a small fraction of the whole quantity), we usually denote it 
as + or — ; but in reality it should be written x or -^, It is a factor, and 
not a term. For instance, a probable error of a tenth of the whole is not 
±■1, but is really ; ri. 

This true expression of probable error becomes of great importance where the 
probable error is large in relation to the whole. Suppose we write the angular width 
of an object as 2"±i", the limits then are i" and 3" ; but if we state Its distance in 
terms of its lineal breadth, we write ioo,ooo± 50,000, which implies limits of SOAX) 
and 150,000, or angularlyof ij" and 4". Thusit is impossible, writing + or — ,that 
the limits shall be the same in stating a quantity, and in stating its reciprocal. 
Hence our notation, + and — , must be defective. If, on the other hand, we 
write 2""2, the limits are i" and 4"; and writing loo,ooo"2, the limits are 
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angular probable error. Or again, in a rather different view, suppose in 
stating the average distance of a ist magnitude star, it were put at lo*" miles ; 
and suppose its superior limit of probable error to be lo"* miles, then its tafenor 
limit is evidently lo'* miles ; i.e., it is lo'^ ? lo. If it were io^±9 X lo'* miles 
as it must be to have limit at io",then its inferior limit would be 8x lo'^Icss than 
nothing. Thus, if the probable error was -|- and — on the amount, and was 
not a multiple of it, we should be landed in the absurdity of saying that if 
the supposed distance is lo'^ miles, it could not possibly exceed double tha 
distance, because it could not be, on the other hand, less than o. 

It is clear, then, that probable errors must be really multiples of the quanti^ 
and therefore they can only be expressed by + and — when using the logarithm 
of the quantity,* Similarly the factor -./n in the probable error of a mean, must 
really be applied to the logarithm of the probable error of one observation, 
and not to the probable error itself. Suppose, for instance, the probable error 
of one observation is 55; then, by obtaining 100 observations, the probable 
error must be reduced by being -7- V 100 ; but we could not write it j A, since 
that would be the same result as i 2, which would be the value for only 6 
observations instead of 100. The logarithm of the probable error must, 

therefore, be H-yioo, and we must write Log. of mean ± — '—-, and it will 

thus be Mean" i"i7S' Wherever the probable error is then a large fraction I 
of the whole quantity, it becomes necessary to work rigorously, and to perfonn 1 
all operations on the Ic^arithm, instead of on the probable error itself written 
as + and — , The practical need of noting these distinctions is shown by 
the above difficulty of the acre question, which was discussed at length a few 
years ago without a satisfactory conclusion ; and the use of a correct notation 
will also be seen in the discussion of the following seclions.t 

188. One class of cases might be supposed to illustrate the impossibility 
of both -)- and — errors occurring ; namely, that of soundings, or measurements 
with a flexible measure, and the adjustment of one object to fit within another. 
Here it might seem as if errors could only exist in one direction. But, to 
take the case of soundings, if we merely suppose the — half of the Probability 
Curve abolished, we must expect by theory to find tlie greatest number of 
observations nearest to the truth, no matter how slack the line, or how strong 

* A similar example of the use of X and ^, rather than -f and - (i>., of logariUiadd 
scales), is given by Lord Rayleigb, in an article on the Dormal spectrum in " Natnn^l 
dvii 559. The reed of a logarithmic scale is there arrived at, from considerinc Ul» 
imtionality of a + and - scale, and its reciprocal scale, 

t An algebraic development of ihc same principle, by Mr. D, McAUsWr, it sivca bv 
Mr. Francis Gallon, F.R.S., in Proc. Royal .Soc, No. 198, 1879. 



\ 




Seit. 189.] SECONDARY PROBABLE ERRORS. 

the current ; whereas it is manifest that in practice we shall always have 
some deflection of the line, never getting it quite straight, and seldom even 
nearly straight. Hence there must be some amount of error which we are 
more likely to make than none at all ; i.e., the curve of observations has not 
its maximum at o diflerence. The explanation is, that what we really measure 
is not one quantity, but two combined. The length of the line is equal to 
the invariable distance measured, + the shortening of the line due to deflection. 
This last quantity is the variable ; and its mean amount depends on the tension 
of the line, the length, area, and friction of the line, and the strength of the 
currents. And we have no reason to suppose that the variations, from this 
mean amount of deflection, do not follow the law of probabilities. For instance, 
if in sounding to a certain depth, the mean shortening of the line is 100 feet, 
then a variation of x or of-*- 5 is equally unlikely; i.e.,& shortening of only 
20 feet, or of 500 feet, is equally rare. We can see instantly that the amount 
of shortening can never become o nor a> ; and (in the absence of experiments) 
our intuitive judgment would certainly not rebel at the idea of a mean 
shortening of icx) being as unlikely to vary up to 1,000, as to be diminished 
to only lo feet, by the run of casual circumstances. Precisely the same 
principle applies to one object inside another. If, on an average, a shake 
of ,3 inch is made {say, in filing a nut-spanner), anyone accustomed to do 
delicate mechanical work will allow that a fit to ^ inch is as unlikely to occur 
as a misfit of ^ inch,* The value of the true view of the probable error as 
a multiplier, and not a term, is seen in these considerations ; and it is very 
doubtful whether any physical case can be found which, when properly stated, 
does not involve an equal probability of the observations being both + and — , 
or, rather, being multiples and fractions of the true amount. 

189. Instatingthe probable error of our knowledge of a quantity, we really 
state the exact unlikelihood of the quantity exceeding or falling short of a 
certain amount ; we introduce a second quantity to define the uncertainty of 
the first. And this second quantity is liable to be in error, just like the first 
quantity ; its exact amount, or the chance of the truth exceeding certain 
limits, is only a fallible statement derived from a series of observations ; and 
it may, therefore, be incorrect. In short, the probable error itself has a probable 
error, and this secondary probable error has a tertiary probable error ; so that 
the series of probable errors is infinite, though rapidly diminishing. In the 
following discussion, which is limited to secondary probable errors, p.e. I 
denotes the primary probable error of the datum ; and p.e. 1 1 the secondary 
probable error, or probable error of p,e. I, its limits being rigorously stated 
as a multiple of p.e. I. 

• A similar application of the principle was arrived at by Herschel, in his essay oa 
Target Shooting ; " Familiar Lectures," p. 495. 
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Now looking at the p.e. I of a single obsen-ation (deduced from the 
divergencies between the observations), it is plain that it will be known more 
and more accurately the greater be the number of observations; i.e., there will 
be a diminution of the p.e. II of a single observation, by increasing the number 
of observations, exactly as there is a diminution of the p.e, I of the mean by 
increasing the observations. Hence \o^. p.e, 11 of one observation \'arics as 

— T— ' But log, p.e. I of the mean also varies as -r— * Therefore log. p^ II of 

the mean varies as J in relation to the whole quantity. 

The arithmetical method for determining the value of p.e. II is precisely 
like that for working out p.e. I. When the observations are all the same, «V, 
when the first differences vanish, p.e. I vanishes ; similarly, when the first 
■differences are all the same (irrespective of sign), />., when the jc^cW differences 
vanish, p.e. 1 1 vanishes. To practically exemplify these two statements, we take 
two examples. The observations on the position of rest of a pendulum will be 
all the same, and there will be no probable error, apart from mechanical 
irregularities ; in this case first differences have vanished, and pj;. I vanishes. 
With a coin tossed up, its mean position when at rest again will be on edge 
(since heads and tails are equally likely), and the difference from its mean 
position will be constant, 90° : in this case, first differences being all equal 
(i.e., go°), the second differences have vanished, and p.e. II vanishes. This result 
we can see to be tnie, since there is no uncertainty about p.e. I, but it is 
absolutely known that the chance of heads or tails is exactly ), and can 
never be anything else: hence there is no p.e. II ; it has vanished, as theory 
shows us. 

From this it follows that as there is a normal distribution of errors (the 
Probability Curve), so there must also be a normal p.e. II. And this norniAl 
p.e, II, thus deduced, is=p.e. 1 % 1825 on (t«ir observation (log. = ■2612) ; thene- 
fore on 9 observations, for instance, thep,e. II is == p.e. I ' r222, or roughly ±|; 
on 25 observations p.e. II is =: p.e, I ' ri28, or roughly ±j ; and on loc 
observations it is = p.e. I 5 1-062, or roughly in vulgar notation ± ,J of p.e. I. 

Now this theory is open to actual test thus : take a lai^e series of obscTva< 
tions casually arranged, and break it into groups, each containing an equal 
number of obser\-ations, say 5, 10, or 25 in a group ; then take the probable error 
of the mean value of each group, this is its p.e. 1. So far the process is usual 
enough ; but now compare these probable errors of the equal groups together, 
sec how much they vary, and lake the mean p.e. I for each method of division ; 
the amount of variation from the mean p.c. I shows the uncertaintj- of tlic p^e. I 
in each method of division; and from this we can calculate the p.c. II, just as we 
calculate the p.e. 1 from any other set of differences from a mean. In this way 
the theory can be checked ; and on working out five complete cases of this cbcctr. 
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consisting of from 4 to 10 groups in each case, the p.e. 1 1 was practically found 
to average = p.e. I % 203 ; with a probable error of this multiple (or a tertiary 
probable error) of p.e. Ill = p.e. II ' I'lis ; i^., p.e. II of a single observation is 
as likely to be within the limits p.e. I S i"82 and p.e. I % 2'26, as to be beyond 
those limits. 

This is such a satisfactory approach in practice to the theoretical value 
p.e. I 2 r82 (especially as it is all reduced to the extreme case of a single 
observation), that no doubt can remain as to the correctness of the theory of 
Secondary Probable Errors, and of its details here discussed. 

J90. The practical result of the recognition of the secondary probable error 
is, that it is needless to employ rigorous formulse, or to spend any extra time, in 
order to obtain the exact value of the primary probable error of the determina- 
tion in question ; and, that the fewer the observations the more useless is an 
accurate formula, since the probable error has a much larger uncertainty 
inherent in it. This fact is 50 far contrary to usual views that it is needful 
to point it out ; one treatise, when mentioning the less rigorous formulje for 
probable error says : " For values of n less than 24 it is best to hold fast to the 
more exact formula;" and then, half recognising the increased uncertainty of 
the probable error with fewer observations, it continues, " and even that cannot 
for such cases be expected to give precise results, since the hypothesis of its 
development supposes that enough observations have been taken to exhibit the 
several errors in proportion to their respective probabilities" (Merrimaa's 
" Least Squares," p. 189). 

Now of the approximate formulae sometimes employed for probable error, 
one of the simplest and most useful is that formed by the mean difference, 
instead of the error of mean square. By the law of distribution this mean 
difference x'845=probabie error; i.e.. in a normal distribution of errors, the 
one value above and below which are an equal number of errors, will be "845 x 
the mean of all the errors. The variation of the result by this formula from 
that by the formula on the error of mean square, will seldom be of any 
importance in view of the secondary probable error; for if there be much 
difference between the two results it shows an irrationality of distribution, which 
implies a large secondary probable error. Therefore time would be better spent 
in carefully searching for "occasional " errors, rather than in taking the squares 
of the quantities, in order to obtain a statementof probable error, with a fallacious 
appearance of accuracy. In fact, the usually pretentious regard for rigorous 
formulae of probable error, while ignoring altogether the secondary probable 
error, is only another form of the old fallacy of stating a mean result to an 
absurdly long row of figures, regardless of the primary probable error. While 
showing due honour to the .system of observing the probability of the main 
result, computers have fallen into just the same fallacy over the probable error 
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itself, through sinking the common-sense of the work in an unthioking regard 
for rigorous methods. 

Beside the formula for probable error from mean square and from mean 
difference, there is also the simplest formula of all, i.e,, selecting such a value as 
shall have half of tlie differences larger and half of them smaller than the amount 
of probable error. This definition is the fundamental meaning of the expression ; 
and as a formula it has the advantage over all the others, that it does not depend 
mainly on the amounts of the largest and most variable of all the observations! 
but it gives equal value to every observation in the formation of the result. It 
is true this method does not turn out a neat value to three places of fignres, but 
on the contrary faces the computer with the naked uncertainty which there is in 
the amount of the probable error ; the fewer the observations, the more doubt 
he must feel as to the exact value. But this is rather an advantage than other- 
wise, as no man can shut his eyes to the secondary probable error when he has 
the vagueness of the primary error so plainly before him. 

191, One other point of practice may be noted. It is usua!, if a series 
of differences are to be compared with the law of distribution, or Probability 
Curve, to require that the total number shall be very large ; and to compare 
them by taking the sums of all between certain successive limits. Or, graphically 
speaking, to draw the curve of the heap of observations, and see how that 
coincides with the normal curve. 

But a more satisfactory method — which does away with the Irregularity 
of successive steps, and which may be applied to any number of observations 
— is that of forming 3 table of the value of each difference (in terms of pro- 
bable error of one observation=unity) according to the normal distribution. 
Thus suppose it is wished to test 8 observations by the law of distribution. 
Dividing the whole area of the curve in 8 equal parts, take the difference 
due to the middle of each part : at -0625 area (middle of ist fctb) difference 
is -116 X p.e. ; and so on to '9375 area (middle of 8th ith), when difference 
is 276 X p.e. ^ 

probable error 
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Table 
of 

Normal 
Distribution 

of eight 
observations. 



X -116 
X -325 
X 596 
X -860 
X rijo 
X 1-496 
X 1-952 
X 3763 
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Such a table, for any given number of observations, may be readily com 
from a curve formed by the number of observations (or area of Proba- 
bility Curve) as one ordinate, and the multiple of the probable error as the other 
ordinate- By such normal tables occasional errors can be readily searched for ; 
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as, if a few of the more discordant observations ought to be rejected, it will be 
found that the final entries in the normal table agree with the observed 
differences a few lines higher up. 

In this Appendix some exception may be taken by the reader to the con- 
sideration of every question by means of its practical applications ; and to the 
absence of proofs deduced from the more elaborate processes of algebraical 
deductions from the fundamental theories. But since these fundamental theories 
have never been completely demonstrated, apart from all practical experience > 
so there is nothing unsuitable in referring directly to the prax:tical working of a 
method With respect to the fundamental law of probability, Merriman writes : 
'' In the demonstration of this law of error ... there are two defects ... and they 
cannot be bridged over or avoided, but will always exist in this mathematical 
development of the law of probability of error " (** Method of Least Squares,** 
p. 196-7). Airy writes, of the same law, " Whatever may be thought of the 
process by which this formula has been obtained, it will scarcely be doubted by 
any one that the result is entirely in accordance with our general ideas of the 
frequency of errors " (" Errors of Observation," p. 15). And after giving at the 
end of the same book, a practical example of the distribution of errors in the 
N.P.D. of Polaris, he concludes thus, "the validity of every investigation in this 
Treatise is thereby established " (p. 119). After these appeals to the ultimate 
dependence on experience, it can hardly be thought objectionable to take the 
shortest road to the practical demonstration of each question. 
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THE GRAPHIC REDUCTION OF TRIANGULATION. 

192. In the foregoing Appendix, on the Rejection of Discordant Observations, 
the method for eliminating those observations affected by occasional errors, has 
been pointed out. It is needless to enlarge on the importance of some correct 
and universal rule for the discrimination of errors which may lie beyond those of 
the normal distribution ; extreme cases are always rejected arbitrarily by every 
computer, and the question where to draw the line of selection should be deter- 
mined by some law, rather than by caprice, or even intuition. ■ 

But in the reduction of triangulation by least squares, when once the equa- | 
tions are formed, the whole process is in a mill ; and the computer turns the 
handle, and grinds out the result, without the chance of seeing anything until it 
is finished. When completed, and the differences of the observations from the 
mean azimuths are worked out, then if some of the differences arc seen to be due ta 
occasional errors (or " discordant observations") they ought to be rejected, as 
certainly vitiating the result. Yet this implies a re-working of the whole calcula- 
tion, a matter perhaps of weeks ; and this would probably need to be done 
several times, until the differences conformed to the normal distribution. Yet 
unless some search is made for occasional errors, the apparent accuracy of the 
results cannot be trusted for a moment ; and a few observations — which if 
varying as much in a simpleset of unentangled observations would be summarily 
rejected by probabilities — will render useless the elaborate care spent on the 
reduction of the whole. 

What is needed, then, is some way of knowing how the results are going 
during the working ; and above all some way of quickly seeing what diflfercnce 
will be made by the rejection of some one discordant observation, and whether 
omitting it will enable all the others to be easily reconciled. As no pos-iiblc 
clue to this can be obtained in the course of equational reduction, some graphical 
method is the only apparatus which will suffice. Whether, then, we finally adopt 
a rigorous equational reduction, or no, still a graphic reduction is needed in all 
cases to point out the locality of tlie larger errors, and their approximate 
amounts. 
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193. Graphic reduction, as generally understood, means simply drawing the 
results of the obsen-ations on sheets, and fitting them together. In the case of 
angular observations, the angles are drawn radiating from a theodolite centre on 
each sheet ; and then these sheets can be su perposed, and moved tn the unknoivn 
elements of azimuth and position, i.e., shifted about in rotation and translation, 
until the observations fit together with the least divergences. Now though this 
is a very rude method in general, it contains the principle of a method which is 
capable of being worked with any amount of accuracy. The rudeness of it only 
results from the necessarily small size of the sheets, in relation to the whole 
extent of the survey ; since this makes the errors of the graphic drawing on the 
sheets far greater than the errors of the obser\'ation5 in any accurate work. 

If then wc could have sheets, each as lai^e as the whole ground of the 
survey, — a furlong, a mile, or a hundred miles across, — and draw on each sheet 
radii corresponding to the observed mean azimuths, or the traces oi the observa- 
tions, around some one station ; and then if these sheets were superposed, and 
shifted in translation and rotation, until the traces coincided as nearly as possible 
one with another, and with the theodolite centre, at each point ; then we should 
have the most probable system of resulting stations, and differences of observa- 
tions from these stations. 

Now, if instead of the sheets covering the full size of the ground (which 
would be physically impossible to realize), they are reduced to a fraction of that 
size, and all the distances of the stations apart are similarly reduced, it is plain 
that rotation or translation of a sheet {within a small angle), will affect all the 
traces as before ; only if the reduction is, say, to *,th of the lineal distances, 
then a rotation of 1" of the sheet, will shift the traces lineally as much as a 
rotation of i' on the full scale on the ground. 

19+ The practical method, then, for graphic reduction on any scale, is to 
assume a provisional place for each station, and calculate by co-ordinates the 
differences of the observations from the assumed places, exactly as in the first 
step of the reduction by least squares. It is generally best to adopt a scale of 
^th {or some simple multiple of that) for plotting the sheet with the 
provisional places of the stations.* Then, with this reduction, if the angular 
diflTerences are plotted with a protractor, reading I'on it for every i" of actual 
difference, the traces will be drawn on the same scale as they are on the actual 

* As too great a translation or rotation of the sheets, involves secondary errors, it ii best 
to require that t!ie distances between the stations shall be ai least 8 or 10 times the largest 
differences of observations. Talcing 10 times the largest angular lUffcrence of any observation 
from a provisional station, and converting it into actual lineal distance, we obtain the minimum 
distance allowable between each station, and hence the smallest scale for the whole reduction. 
Sometimes, if differences are large, a preliminary reduction (not drawing the differences their 
actual size) is desirable to get nearer values for the provisional station co-ordinates. 
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gro und. Thus the traces of the mean of the observations of each of the azimuths 
around one station, are all plotted on one sheet (marking also the place of the 
central station, »>., of the theodolite) ; ail the azimuths around another station, 
on another sheet, and so on, using as many separate sheets as there are 
theodolite stations in the survey. These sheets being then all superposed, all 
the traces to any one station are seen crossing one another ; and the UieodoUte 
centre of each station will be seen on the sheet of that station, among the traca 
which arc drawn on the other sheets. Practically the traces are drawn on some 
transparent substance (as mica), in order to see through a large number of 
sheets together. 

Then the actual work of reduction consists in shifting these sheets in 
translation and rotation, until the most probable adjustment of all the traces ts 
reached. This is a work taking some hours or days ; but it is the equivalent of 
some days or months of work in the reduction of simultaneous equations. 
Many hypotheses have to be tried ; each sheet is shifted about in turn, and any 
apparently erratic observation is disregarded for the time, and a fresh trial of 
adjustment is made ; if no great improvement ensues in the adjustments, tbo 
observation is taken into the general mass again ; also the likelihood of ^-arious 
eccentricities of the theodolite setting over each station, can be investigated. In 
short, the causes of alt apparently abnormal discordances, can be felt for in 
different directions ; and they can thus be generally tracked down to some one 
observation, the elimination of which reconciles many others. Some hesitation 
may be felt at such a rejection of observations ; but it must be remembered 
that the omission of the most discordant of, say eight, really normal obscrv;itions, 
would not diminish the mean divergence of them by more than j ;" an amount 
not very striking, and making a difference which would certainly not lead the 
adjuste. to reject one observation in eight. If an average improvement of the 
adjustment greater tlian \ (or, say, i ), can be made by omitting I in 8 of the 
observations, then the computer is bound to omit it by the laws of probabilities, 
as being due to some occasional error. 

Having thus adjusted these sheets to apparently the most probable 
arrangement, the mean stations to be adopted from the traces should be marked; 
and the difference of this, from the provisional places of the same stations, is 
then read off. Applying these corrections to the co-ordinates of the provisional 
places, we have the finally adjusted co-ordinates. The sheet of provisional 
places of the stations may be applied in any position to the adjusted points of , 
the traces, for reading off the corrections ; its position is of no consequence, u it 
affects all stations alike. 

* Sec table in scaion 191; themcan of thedifl«rcncesihereis ri57 ; botlbe 
faceting the one most divergenl ii only '91S ; a reduction of | of tiw tottl 
tnittins i oC the obMrvatiooi. 
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Finally, the differences of the observations from the adjusted positions of the 
stations should be calculated; just as at first they were calculated from the 
provisional stations. Then these differences may be plotted all on one sheet, 
and they represent the variations of the traces as finally adjusted, from the finally 
adopted places of the stations.* If, then, the graphic adjustment has not been 
satisfactory, or if an error has been made in any part of the computations, it will 
be shown by the position of the station not being in the midst of the plotted traces. 
195. Such a delineation of the traces may be seen, for the most important 
part of the present survey, in the diagram of "Traces of the Actual Observations," 
PI. xvi. To have included all the stations of the survey, would have made the 
sheet unmanageably large to print ; hence, only those around the Great Pyramid 
are here shown. 

But beside the traces themselves, their probable errors must also be 
considered ; for it is needless to shift a sheet so as to bring one trace nearer 
another, if the probable errors of the two traces already overlap, while perhaps 
the shifting separates still further two traces, whose probable errors are already 
far apart. Accordingly, instead of drawing lines to represent the traces on the 
adjustment sheets, bands should always be drawn, extending in their widths to 
the limits of the probable error ; and the distances of the traces apart should 
always be regarded in terms of their probable errors. These bands of probable 
error are represented as they cross at station U, on PI. xvl ; only in actual 
working they are a thin transparent wash of ink, through which other bands can 
be easily seen; and which is made thinner the wider it is, and the less the 
observation is worth. At W, here, only the halves of these bands are drawn, to 
avoid confusion. And at all the other stations the half traces, without probable 
error bands, are drawn, as the diagram would be otherwise too crowded to be 
intelligible. 

Another change in this diagram, from the actual appearance of the working 
sheets of reduction, is that instead of a spot representing the position of the 
theodolite at each centre, here the reflex traces are marked ; these are the 
lines in which the theodolite should lie, in order that the direct trace from it 
should coincide with the adopted station. These reflex traces are dotted ; and 
it should be remembered when looking at the diagram, that the theodolite station 
is the mean of the dotted traces on any station ; and in so far as this does not 
coincide with the mean of the direct traces, it shows an error of observing the 
eccentricity of the theodolite position. 

196. This diagram (PI. xvi.) shows practically how nearly the observations 
of a survey may be adjusted, by a single process of graphic reduction. No 
alteration in any respect has been made from the results obtained by the first 

* Of course this should tally with the positions of the traces on the adjustment sheets 
as finally arranged. 
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graphic working (in which all corrections for levelling, eccentricities, &c.. were 
duly made), except that the ultra-discordant observations, due to occa^onal 
errors, are here omitted ; as, owing to their great divergence, they would become 
confused with the wrong stations; but the 1 54 traces which agree to the law of 
errors are all shown here. In no case could any improvement be suggested in 
the adopted places of the stations, beyond the limits of their probable 
errors. But in Z and a some change may be still needed, by a second 
process of graphic reduction ; a going further north, and Z further south, and 
somewhat west. This has not, however, been altered here, as the westing of Z 
is the only change of importance, and it would diminish the base of survey by 
about 08 (or '09 inch on Pyramid base length) ; and a re-comparison of the 
standard tape used (or the measurement of the survey-base, shows a similar 
change of distance = 'i2 ; these errors therefore balance one another, far within 
the limits of probable errors. Hence no notice has been taken of these 
insignificant amounts in stating the results, 

The base of survey was measured on three different days independently ; 
each length in each operation being read four or five times. The probable error of 
the final value of the base, is shown by the breadth of the black terminal band 
at Z, with an arrow at the end of it ; and the actual differences between the 
three days' results are shown by the three short lines above the terminal band. 
It will be seen that the uncertainty of lineal measure is not much less than that 
of angular position; this is as it should be, for in all surveys the error of the 
length of the base should be nearly of the same amount as the errors of 
observing on it in tnangulation ; otherwise either lineal or else angular accuracy 
is wasted. 

The probable errors of the positions of the stations, as deduced from the 
adjusted traces, is here shown by the radius of a small circle around each 
station. It was calculated from the divergences of the traces ; and though this 
is not entirely a rigorous method, yet it gives results quite as near as is 
necessary, if we neglect the ellipticity of the probable errors. Strictly the 
probable error limits of all stations in planes are elliptic, and cannot be 
expressed by fewer than three elements ; describing it in the two co-ordinates 
being insufBcient, unless another element is added. The formula for probable 
error in two dimensions differs, of course, from that fur ordinar>' probable error 
in one dimension. Instead of n we must take 2//, as only half the traces oa an 
average are available in any one direction ; and for n— 1 we must lake « — », aa 
two traces arc needed to fix a point. 

The general results of the differences of the traces from the mean atatioas 
adopted, in the diagram licrc given, are as follow. The mean of the differences 
in the various groups being : — 
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On distances over 20,000 inches 
Between 20,000 and 10,000 
Between 10,000 and 5,000 
Under S,ooo inches 



All observations 



2*22 
2*IO 
262 

4*1 S 



or -28 inch 

•13 
•09 

•08 



» 



» 



» 



» 



» 



» 



After rejecting i in 17, affected 
by occasional errors ; as by 
probabilities. 

•75" or -106 inch 
1-43 „ -081 

2- 62 „ -090 

3-81 „ -079 



u 



»» 



Hence it may be generally said that there was an average error of A inch lineally 
in the azimuths ; and in distances over \ mile this error was exceeded by the 
average angular error of '8". 

197. Such, then, is the method of graphic reduction, as applied to 
observations on plane surfaces ; adaptable to any scale of representation, and 
to showing any amount of accuracy. If meridian observations be taken, they 
may be marked as lines (or ends of lines) on the sheets ; and one element of the 
adjustment will then be the parallelism of these lines, or rather of their probable 
error bands. For observations on a sphere, the same method of reduction is 
equally applicable to co-ordinates of latitude and longitude, plotted on a suitable 
projection ; provided the curvature is not extensive enough to modify the 
distances, so that a rotational shift does not affect the various stations 
proportionally. This error could not occur in terrestrial observations, and so 
the method is applicable to all geodetic surveys. 

It should be observed that the graphic reduction is equivalent, not merely 
to the usual system of reduction by least squares, from equations of shift of the 
points ; but it is equivalent to a system of equations which allows not only of 
lateral shift of the points, but of rotational shift of all the observations around 
each centre, and also of disseverance of the centreing of the theodolite over a 
station, from all the other observations to that station ; beside this, it takes 
account of the probable errors of all the observations. Thus it is equivalent to 
the determination of five unknown quantities for each point ; i>., the two station 
co-ordinates, the two theodolite co-ordinates, and the zero of azimuth of the 
circle. And any system of reduction which does not include all of these five 
unknowns is defective, and cannot impartially render the truest results. Hence 
the graphic reduction of a network of a dozen stations, which is easily performed, 
is equivalent to the elaborate formation and solution of 60 normal simultaneous 
equations, with cognizance of all the probable errors of the observations ; and 
equivalent not only to doing that once, but to doing it many times over, until 
all occasional errors have been weeded out In short, a few days' work with 
graphic reduction will master a mass of observations and unknown quantities, so 
complex that its solution by least squares would only be attempted for such an 
object as a national survey. In any case it is desirable to employ the graphic 
method ; as, if the method of least squares should eventually be used, still the 
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graphic work takes but a small fraction of the labour ; and it is invaluable for 
showing the places of occasional errors, which would otherwise vitiate the result 
from the least squares. And it is almost certain that in all cases the graphic 
results (especially by a repeated process), are well within the probable errors of 
the most accurate determination obtainable ; and thus practically as accurate 
as any result that can be procured. Hence the graphic method will in most 
cases obviate the necessity for far longer processes ; and also bring the 
adjustment of check observations within the range of practical work, to a far 
larger extent than is the case at present 
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Inductive Metrology; 

OR, 

THE RECOVERY OF ANCIENT MEASURES FROM THE 

MONUMENTS. 

BY 

TV. M. Flinders Peine. 



** The essay will be read with much interest and advantage by those persons who 
have given their attention to metrological science. It appears to be a valuable con- 
tribution to historical and ethnological literature, and to be a groundwork for further 
researches on the subject." — Nature. 

*' This is a very useful and interesting book on the history of measures. . . . The 
work must be perused with care by all who wish to attain a definite conception of the 
mathematical ideas possessed by the builders of our megalithic monuments." — Pall 
Mall Gazette. 

" The means of which Mr. Petrie makes use are the principles of the statistical, or, 
as a recent writer proposes to call it, the numerical method of inquiry. The general 
character of that method is £uniliar to everyone, and Mr. Petrie has shown in his 
thoughtful and excellent essay that it may be applied to the problem of the determi« 
nation of the linear measures used in various countries in past times. The first part 
of the work deals with the methods required in this specific study, and gives examples 
of their working. . . . Mr. Petrie notes the principal sources of error to which 
metrological investigations are exposed, besides explaining the application of the 
theory of probable error to these investigations." — Financial Opinion. 

" It is a very interesting and pregnant book, the result of much reading and patient 
research." — ^The Builder. 

" The work is full of fcict and well-arranged arguments." — Pubuc Opinion. 

**On the whole, the work is a unique contribution to ethnologic science, and opens 
a wide field for future research. Not only are the methods and results original, but 
the whole conception is practically new to English-speaking ethnologists." — The 
American Antiquarian. 
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